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Students 
improve 
on SAT 

Scores above 
national average 


By Bruce Bailey 

North County News 

Placentia Yorba Linda Uni¬ 
fied School District high school 
seniors scored above the state 
and national averages on 1992 
Scholastic Aptitute Tests, re¬ 
sults show. 

Students at the district’s 
three high schools scored an av¬ 
erage of 435 on the verbal por¬ 
tion of the test, 19 points above 
the state’s average and 12 
points higher than the national 
average. The average niathe-_ 
matics score of 532 is 48 points 
higher than the state average. 
The maximum SAT scores in 
each category is 800. 

Ann O’Rourk, the district’s 
testing director, attributed the 
six-point drop in the average 
verbal score from 1991’s aver¬ 
age to an increasing minority 
population in the district. 

Valencia High School had the 
highest averages — 455 points 
in the verbal section and 546 in 
math. Esperanza’s scores were 
second in the district, at 432 for 
verbal and 534 for math. El Do¬ 
rado High School’s averages 
were third at 424 and 518 points, 
respectively. 

Valencia’s verbal average 
was up 10 points and its mathe¬ 
matics average rose 15 points 
from 1991, Principal Joe Quar- 
tucci said. Valencia is the only 
high school to show increases in 
both areas. 

“It’s just plain hard work by 
teachers, staff and students,’’ 
Quartucci said. 

Joan Stewart, Esperanza’s 


Anaheim to prosecute violators of^city’s code 


By Pamela Krebs 

North County News 

City Council members unani¬ 
mously agreed Tuesday to pay the 
Anaheim City Attorney’s Office to 
prosecute violators of Placentia’s 


municipal code. 

The agreement will increase the 
possibility of prosecuting more vio¬ 
lators for about the same cost, said 
Carol Tanenbaum, Placentia city 
attorney. Placentia’s code viola¬ 
tions were previously handled by 


the Orange County District Attor¬ 
ney’s Office. 

Since the District Attorney’s Of¬ 
fice is swamped with prosecuting 
misdemeanors and felonies, it is 
more likely Placentia’s code viola¬ 
tions will be dropped, she said. Ex¬ 


amples of municipal code viola¬ 
tions are zoning violations, aban¬ 
doned vehicles and illegal street 
vending. 

Anaheim has a deputy attorney 
Please see COUNCIL/11 




Sam Gangwer North County News 

Lenny Luna turned his life around after being shot and is now attending school to become a police officer. 


Leaving the gang 


Drive-by shooting transformed teen-ager’s life 


he was 14, Luna was a gang 
member in the Santa Fe area of 
Placentia. Hanging with the boys 
in the hood proved to be self-de¬ 
structive, the 18-year-old said. 
Now, he works with youth to keep 
them from taking the same path. 

"I’d really like to thank the 
guys that shot me,” Luna said. 

"If it wasn’t for that incident. I’d 
still be into drugs and gangs.” 

Arline Hillman was a key influ¬ 
ence in changing Luna’s life. 

They met three years ago at Va¬ 
lencia High School through a pro¬ 
ject to prevent high-risk youth 
from joining gangs. 

Hillman, the juvenile hall gang 


Please see TEST/16 


By Pamela Krebs 

North County News 


L enny Luna considers get¬ 
ting shot in the back the 
best thing that ever hap¬ 
pened to him. 

p'or no apparent reason, Luna 
was shot on Jan. 25, 1991 by rival 
gang members from a truck 9 
feet away. The bullet lodged 2 
centimeters from his spine and 
nearly paralyzed him. His blad¬ 
der and intestines were shredded. 

The shooting changed his per¬ 
spective on life. 

For two years beginning when 


service coordinator through Pa¬ 
cific Youth Ministries, is a 
founder of Barrios for Christ. 

Hillman visited Luna while he 
was hospitalized after the shoot¬ 
ing and, by serving as a mother- 
figure, persuaded Luna to turn to 
religion instead of revenge. 

“I treat him just like my son,” 
she said. “I always tried to be 
there and 1 never gave up on 
him. 

“He has risen against the 
odds.” 

But, the decision to turn to 
gang life was costly in other 


Please see GANG/11 
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Five held after man is robbed 


By Pamela Krebs 

North County News 

Three men and two boys were 
arrested for robbing a 22 year-old 
Fullerton man who had asked 
them for ride to Placentia, police 
said. 

The victim, Gerald Watson, told 
police he went to a friend’s house in 
Fullerton to get a ride to his girl¬ 
friend's house at 2 a m. on Aug. 22, 
said Placentia Police Lt. Russ 
Rice. 

When the victim found his friend 
wasn't home he asked the men who 


were standing in the street for a 
ride. They asked for gas money 
and he agreed to pay them. 

The victim was driven to the 900 
block of Aquamarine Street in Pla¬ 
centia. When the truck stopped, the 
men threatened Watson with a gun 
and a knife and took $47. They then 
forced him out of the truck. 

The victim wrote down the 
truck's license plate and reported 
the incident to Fullerton police. 

Soon after he reported the inci¬ 
dent, Fullerton police arrested the 
suspects. The victim positively 
identified the suspects. 

Those arrested were Max Toriz, 


31, and Anthony Toriz, 31, both of 
Santa Fe Springs; Alfred Hermosi- 
llo, 19, of Norwalk; a 16-year-old 
boy from Chino; and a 17-year-old 
boy from Norwalk. 

Each suspect was charged with 
robbery. The three adults were 
taken to the Orange County Jail. 
Bail is set at $50,000 per person. 
The juveniles were transported to 
Juvenile Hall in Orange. 

Rice said there's a simple lesson 
to be learned from the incident. 

"Don't ask people you don’t 
know for rides then tell them you 
have gas money." Rice said. 


POLICE REPORT 


□ A txjtlle was thrown through the win¬ 
dow ol a home in the 600 tslock of west 
Chapman Avenue Aug 27 

□ Season passes to Knott s Berry Farm 
valued at $420 and $120 cash were re¬ 
ported stolen Aug 26 from a Ford van in 
the 200 block of Turf Drive 

□ A carton of Marlboro cigarettes was 
reported stolen Aug. 26 from Bargain 
Basket market, 710 W Chapman Ave¬ 
nue. by a man descnbed as Hispanic in 
his late 20s 

n A window of a 1984 Buick Le Sabre 
was shattered in the 400 block of St 
Andrews Avenue Aug 26. 

□ A 13-inch Magnavox color TV and a 
Sear s camcorder together valued at 


$1,155 were reported stolen Aug. 26 from 
a rTK3torhome in the 2300 block of Nava |0 
Avenue 

□ Car wash supplies valued at $31 were 
reported stolen Aug. 26 from the Placen¬ 
tia Car Wash. 120 S Placentia Ave 

□ A mountain bike was reported stolen 
Aug 25 from the 200 block of San Cle¬ 
mente Lane. 

n A black Schwinn bicycle valued at $400 
was reported stolen Aug. 25 from the 
1500 block of north Bradford Avenue 
n Shots were reported heard Aug. 25 in 
the vicinity of Arnold Dnve and Cypress 

□ A Kenwood stereo valued at $300 was 
reported stolen Aug. 25 from the 200 
block of east Chapman Avenue 


n Checks were reported stolen Aug 25 
from a mailbox in the 1000 block of Marina 
Dnve 

□ License plates — SOBERNUP — were 
reported stolen Aug 24 from a car parked 
at the corner of Linda Vista Street and 
Pacifica Drive 

n A microwave oven valued between 
$300-$400 was reported stolen Aug 24 
from the clubhouse ol Del Cerro Mobile 
Home Estates. 250 S. Rose Drive 

□ a tan, 1981 Buick Skylark with spoke 
wheels and a sun root, license 
1CMW881. was reported stolen Aug 24 
from the 1100 block of Oakmont Street 


ENVIRONMEN1AL 

MANAGEMENT 

DEGREE 


30<MNN) to 1,500,000 
CAREERS miLABLE! 


l.iMiking for Carver .Seeiirily'.* There will be more than 
300,CMMI new career positions dealing with Knvironmeiital 
Management by the year IW5! $oii can now obtain a Master 
of .Science Degree, or a Professional Option in our M.I.H.A., 
in KNVIRONMKM Al. M ANAfiF.MKM at West t oast 
I nisersity. Degrees are also available in Business (M.S., 
M.I.B.A.), Computer .Science (B.S., \1..S.), Engineering (B.S., 
M..S.). Certificate Programs available in iiiaiiv disciplines. 


W* 0ff*r EVENMG CLASSES and SHORT 8-WEEK TERMS 


CLASSES BEGIN SEPTEMBER 21 


ORANGE COUNTY CENTER 


500 S Main Straat Orange. CA 


REGISTER TODAY: 
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(800) 282-2WCU university 
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Drug lab 
suspect 
in court 


William s has had enough 

Trustee retires 
after years 


By Bruce Bailey 

North County News 


After more than .tO(l hoard 

meeting's and 100 PTA lun- rt tt ‘ ' ' ” * 

cheons, Barbara Williams is s: ‘ 

stepping down as a Placentia 
Yorha Linda Unified School 

After to 

for J I L It 

she wants to spend time serving ^ i / i 

for her husband's f f 9 ft 

contracting business and pursu- j f -^Wm 9 ft ^ftl 

ing leisure activities, such as bal- ^ % C • ^ • aaW " ^ftB^ " ‘ 

let clas.ses, snow skiing and sail- 

ing. 2 

During her three terms on the ^ 

board, Williams has experienced M" 

some of the district’s darkest and Jj||®P*» ^ 

brightest moments. 

Her blackest time came during ^ 

the 1986-87 contract disputes f! • , , ft ' ' 4, 

when picketers marched in front ■' A 

of the district office. ■T ■ '\ 

"Candlelight vigils were con- r 1 ' liSk 

ducted outside the district during A f ^ 

our board meetings,” Williams . I K 

The merger of the Vorba Linda 'IWf ff.- ' V 

Elementary .School District with > iti H- 

the Placentia Unified School Dis- ^ Jmg .’ ' '«> 

trict infused badly needed money :'^R /.■“^..v 

the district. Williams said. 3'-' m y 

That move paved the way for t/';- 1 

several programs the Yorha Lin- ,■ ■ ' ^ft'; W * ' I 

da district alone w'ouldn't have ‘ - y * -Jl; -.^ 

been able to provide. ■ . <W 

“It also provided teachers with ' ' , 

salary increases that put PY- - 

LUSD educators among the best ,:v ■; ^ ^ 

paid in the county," she said. 

Williams is a former fourth- m ^'' S^:-^jh .-''- fS 

and fifth-grade teacher. She has m 
been a strong proponent of mu- B 

and advice for the Lati ^—'—^ -- 

board. Among issues board ^ 

Please see WILLIAMS 18 Barbara Williams is stepping down as a school trustee to pursue other interests 


By Pamela Krebs 

North County News 

A 63-year-old man is scheduled 
to be arraigned today on charges 
he operated one of the biggest 
methamphetamine labs in Orange 
County. 

Lester Friedman of Placentia is 
being held in lieu of $250,000 bail 
pending an appearance in North 
Orange County Municipal Court in 
Fullerton. 

He was charged with possession 
of controlled substances for sale 
and the manufacturing of metham¬ 
phetamine. If convicted, he faces 
seven years in prison and a fine up 
to $50,000. 

Friedman was arrested Aug. 22 
after Placentia police officer Mark 
Hill received a tip from suspects he 
arrested after they were seen in¬ 
jecting drugs in a park. Hill was 
led to the Fairfield Inn where 
Friedman was staying. He had 
been residing at the motel for 
months. 

Investigation and interviews led 
Hill to the methamphetamine lab 
located at an industrial park at 719 
Dunn Way. It had enough chemi¬ 
cals and materials to produce an 
estimated $1.4 million worth of 
methamphetamine. 

The lab was considered highly 
explosive and environmentally 
dangerous, said Placentia police 
Sgt. David Taylor. 

Narcotics agents dismantled the 
lab the weekend they arrested 
Friedman. 

Methamphetamine is a white, 
powdery substance known as 
“speed” or “crank” on the streets. 
The drug stimulates the central 
nervous system. 


‘Discover Placentia’ is theme of 28th Heritage Festival 


McCue, secretary; Bruce and Ka¬ 
ren Dallant, parade and radio 
watch coordinators; El via Torres, 
Adopt-A-Flag coordinator; Kate 
Santoro, car show coordinator; 
Maxine Johnson, food chairman at 
Kraemer Park; Earl Johnson, 
craft chairman at Kraemer Park 
and Deborah McCue, Bradford 
Park chairman. 

The committee seeks volunteers 
for the parade and festival. They 
also seek decendents of those who 
founded the city. For information, 
call Steve Pischel at 993-8232. 


A Casino Night sponsored by the 
Placentia Rotary Club will kick-off 
the festivities from 7:30 to 11:.10 
p.m. Oct. 2 at the Placentia Round 
Table Women’s Clubhouse, 901 N. 
Bradford Ave. 

The annual pancake breakfast 
sponsored by the Placentia Cham¬ 
ber of Commerce will start the day 
at 7 a.m. Oct. 10. The parade will 
follow beginning at 10 a.m. at the 
corner of Kraemer Boulevard and 
Madison Avenue. It travels west on 
Madison, south on Bradford Ave¬ 
nue and ends at Kraemer Park. 


New this year is the Harvest 
Hoe-Down from noon to 4 p.m. Oct. 
11 at Kraemer Park. The day will 
feature family square dancing, 
pony rides, hay wagon rides, a 
salsa cook-off, country music, 
crafts, food and games. 

The Placentia trolley will trans¬ 
port festival-goers between 
Kraemer Park and Bradford Park. 
The historic Bradford House will 
be open for free public tours. 

The committee members are: 
Dana Haas, chairman; Charles 
Jeanson, treasurer; Deborah 


(James and entertainment are 
scheduled throughout the day for 
people of all ages. Classic cars will 
be displayed at Kraemer Park. 

Disneyland’s (loofy will be the 
celebrity marshal. The committee 
is in the process of selecting a 
grand marshal. 

Swimmer Janet Evans, an 
Olympic gold medalist, and Phil 
Nevin, a member of the 1992 Olym¬ 
pic baseball team and the No. 1 
draft choice in the major league’s 
amateur draft, are being consid¬ 
ered. 


By Pamela Krebs 

North County News 


Placentia’s biggest event, the 
28th annual Heritage Day Festival 
and Parade, is set for Oct. 10-11. 

This year’s theme, “Discover 
Placentia,” is tied to the .500th an¬ 
niversary of Columbus’ arrival in 
America. The theme incorporates 
that idea down to the local level. 

“There’s a lot to .see here and 
there’s a lot of history in Placen¬ 
tia,” said Steve Pischel, Placentia 
recreation superintendent. 
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OBITUARIES 


Maria J. Sandoval. a Placentia 
homemaker, died Saturday. Visi¬ 
tation from 3 to 8 p.m. today at 
Hilgenfeld Mortuary, .Anaheim. 
Vigil at 7 p.m. today at the mortu¬ 
ary. Services at 10 a m. Wednes¬ 
day at St. Anthony Claret Church, 
Anaheim. Bunal at Holy Sepulcher 
Cemetery, Orange 

Sur\ived by her daughters, Jo¬ 
anna Sandoval and Manvel Busta¬ 
mante, both of Placentia, and Eu- 
fracia Valdez of Santa .Ana; sons, 
Alfredo and Jesse, both of Placen¬ 
tia; mother, Marciana, of Mexico; 
sisters, Glafira Gutierrez of La Ha¬ 
bra and Agripina Gonzalez of Riv¬ 
erside; brother, Nativadad, of Rip- 
on; and six grandchildren. 

■ 

June Lee Follansbee. 70. a Placen¬ 
tia homemaker, died Wednesday. 


Services have been held. Arrange¬ 
ments by McAulay & W'allace Mor¬ 
tuary, Fullerton. 

Survived by her sons, Robert 
Zuhlke of Garden Grove, Randall 
Zuhlke of Placentia and Jimmy 
Young of Oregon; daughters, Pam¬ 
ela Espanio of Placentia and Car¬ 
ole Stansbury of Oregon; 12 grand¬ 
children; and two great-grandchil¬ 
dren. 

■ 

Betty Arietta De Laurie, 69, a Pla¬ 
centia homemaker, died Tuesday. 
Memorial services at 10:30 a m. 
Friday at Memory Garden Memo¬ 
rial Park Mortuary, Brea. 

Survived by her daughters, Lin¬ 
da Sager of Placentia, Donna Bas- 
tian of Anaheim and Lana Brown¬ 
ing of Riverside; six grandchil¬ 
dren; and two great¬ 


grandchildren. 

■ 

Elvira Burgos Bernal. 73, of Pla¬ 
centia, a retired orange packer, 
died Saturday. Visitation from 4 to 
8 p.m. Wednesday at Backs-Kaul- 
bars Baggott & Schacht Anaheim 
Mortuary. Vigil at 7 p.m. Wednes¬ 
day at the mortuary. Services at 10 
a.m. Thursday at St. Joseph Catho¬ 
lic Church of Placentia. Burial at 
Oakdale Memorial Park, Glendo¬ 
ra. 

Survived by her husband, Trini¬ 
dad; sons, Benny and David Lopez 
and John Bernal; daughters. Ma¬ 
rie Bernal, Carmen Vasquez, Mary 
Ann Valencia and Rose Acosta; 
brother, Gabriel Burgos; sisters, 
Phyllis Ramirez and Romelia San¬ 
chez; 22 grandchildren; and IS 
great-grandchildren. 
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• CUSTODY • BUSINESS VALUATION 

• CHILD SUPPORT • MODIFICATIONS 

• SPOUSAL SUPPORT • SEHLEMENTS 

• PROPERTY DIVISION f RESTRAINING ORDERS 

REASONABLE FEES 


William D. Harlan b Associates 

1440 N. Harbor Blvd., Suite 800, Fullerton 92635 


714/449-3360 

FREE INITIAL CONSULTATION 


Momingside Has Its Surprising Side. 


Vc Were 


has many interesting 
sides, and all of them 
make for a wonderlul 


Warrrn Hehcv 
Formerly of Loi An^elry CA 


to you or your estate. 

So, forget what you've 
heard. Because hfe on the 
sunny side is surpnsingly 
affordable! 


Actually, Momingside 


Jean Crejiory 
Still from f ullerton. CA 


is so sunny here. 


Best of all, the sunny side 
of life at Momingside 
is available to you today. 
We're brand new, from 
top to bottom, and there 
are no waiting lists - yet. 


fulw Strain 
formerlY of Breu. CA 




Bill Imliolj 

/•()»mr»lv of I cJ fltiBni, ( A 


800 Momingside Drive. Fullerion. ( A 926T5 
|714| 529-2952, lHOO| 499-6010 
Devrioped by Core C are III and managed b> 

O I de Care Services C.orporanon 


Management services pursuant lo a managemeni agreement wnh Momingside Momingside is resp«*nsible for the financial and coniradual obligations under the i 


onimumg care coniraci 
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PRICES GOOD THRU LABOR DAY 






A warehouse: oe values 
340 WEST COLLINS. ORANGE ' Bf?!w(‘en Oldssell & Batdvi.lj Eail Kalelld off 57 & 55 

Subject To Stock On Hand 


OPEN DAILV MON f'ttH H 5 • SAl 10 5 • SUN 11 TO4 


Diamond Scroll 


Split 4 Drawer Chest 


Child's Rocker 
2 Styles of Basinettes 


WE SPECIALIZE IN 
OVER 1,001 ITEMS IN 
RATTAN & WICKER 

• DINING GROUPS 

• ROCKERS 

• SOFAS 

• RECLINERS 

• ARMORIES 

• HEAD BOARDS 

• COFFEE TABLES 

• END TABLES 

• BEDROOM FURNITURE 

• DESK SETS 

• ENTERTAINMENT 
CENTERS 

• LAMPS 


4 Drawer Desk 
W/Chair & Cushion 


Vanity Set 
W/ Bench or Chair 


KATELU 


COLLINS! 


The planning graph below Is a forecast of the daily probability of dry or rainy 
weather throughout the month. The "valleys" represent low risk of rain and 
are therefore the expected dry or fair periods The " peaks," identified by a 
star and indicating a risky day. signify higher risk of wet weather and should 
be avoided when scheduling weather-sensitive activities. The heights of the 
various peaks indicate their percent of risk compared to one another, but just 
as none of them reach 100 percent, do not expect rain every time. 

How to use the DRYDAY Forecast 

1. "DRYDAY " forecasts are designed to help you, finally, be able to plan your 
activities weeks ahead without someone changing the forecast. 

2. You must watch the forecast each day. Therefore, cut the forecast out of 
this publication and post it conveniently, like on the refrigerator door or on 
a bulletin board at home or at the office. 

3. After a while you will notice that most rainy days occur on risky days and 
you will gradually gain confidence in planning your activities on the 
DRYDAYS. 

The forecasts won't be perfect, but you will enpy very favorable odds over 
the months and years. Remember "risky" days are not necessarily rainy days, 
but simply the days that have been calculated for this particular forecast 
situation over a long period of time, to be in a category which has demon¬ 
strated a higher probability for inclement weather. 

SEPTEk«ER 1882 

TOO* I---r—I-----—----T 

★i r* ★ 


School registration continues 


cini % RISK 

Neithef RUCH WEATHER SERVICES INC , nor the publisher, guarantees the accuracy ol 
these forecasts and no liability shail devotve upon either No reprrxfuction withrxit wntten 
authonzation COPYRIGHT 1992 RUCH WEATHER SERVICES INC. For information on 
ULTRA-LONG RANGE forecast, call (714) 633-9013. 


North County News 

Students in the Placentia Yorba 
Linda Unified School District are 
gearing up for the start of the fall 
semester. 

Some 22,521 are expected back to 
class Sept. 8. 

Registration for the lower grade 
schools began in May and contin¬ 
ues up through the first week of 


BUILDING 

PERMITS 


Permits granted and issued the week of 
Aug. 21 

rj2108 Traylor, re-roof. $2,500, Sherman 
n919 Hibiscus, re-roof, $6,000, Burns 
n 1374 Burgundy, re-roof. $5,000, Simpson. 
LI 337 Susquehanwa. re-roof. $11,096. Jim 
Gumea. 

□ 1201 Yorba Linda, satellile signs. $2,500. L 
& M Loader Service 

[ J 920 S. Placentia. No. A. commercial add-on. 
$5,000. Eagle General Construction. 

□ 318 Bagnall. re-roof, $9,200. Victory 
Construction 

□ 834 Chicago, residential add-on. $18,000. 
Delaney 

□ 502 Mohawk, re-roof, $7,000. Fishel. 

□ 1724 Roanoke, pool. $5,000. Masterpiece 


We re Fighting For Your Life. 


American Heart 
Association , 


classes. Older students can also 
register anytime up to the second 
week of class. 

To register new students in 
school, parents must provide im¬ 
munization records and a birth 
certificate. Students who turn S 
years old before Dec. 2 are eligible 
to register for kindergarten. 

First-time students must be im¬ 


munized for polio, red measles, 
diphtheria, tetanus, German mea¬ 
sles, mumps and whooping cough. 

For parents who are new to the 
district, school registrars ask for 
the name and address of the stu¬ 
dents previous school. 

For more information, call the 
Placentia Yorba Linda Unified 
School District at 996-2550. 


Pool/Spa 

□ 1266 Tlburon, re-roof, $1,000, Wayne 
Roofing 

□ 1117 E. Imperial, satellite sign. $3.9(X) 
Amencan Drug 

n 1918 Clemens, residential add-on. $15,376, 


Bob Smith, 

□ 524 Whitten Way. re-roof, $3,325, Laicilo. 

□ 621 W. Palm, re-roof, $1,120, M. Young. 

□ 934 Matthewson. re-roof. $2,800, Somark. 

□ 310 E. Orangethorpe, No. F. commercial 
add-on, $4,000. H Cozen. 


NEELS BREA MORTUARY 

Carol D. Weddle 

Obituaries are printed by family request only. 

Call NEELS for funeral service inlorn.ation 

835 South Brea Boulevard, Brea 
(714) 529-2194 (310) 694-3974 

A Full Service Mortuary — Pacific Cremation Plan 


G^et 

ONE 

Authorized 


* Great Selection 

* Great Service 

* Great Prices 

Over 28 Years Experience 


XtraUfe' 

S1\1N\VVS\" 


Save now on the carpet with huilt-in beauty protection 
Stainmastei Xtra Life It otters unsurpassed resistance to matting, 
stains, soil and static shock^ And now at special limited-time low 

prices, It’s an unsurpassed value. Hurry in for the best selection of_ 

styles and colors Start s Beautiful, Stays Beautiful. 

CARPETS • AREA RUGS • HARDWOOD • VINYL 
• CERAMIC TILE • MARBLE • GRANITE 

YORBA UDA FLOOR COVERINGS 

18611 Yorba Linda Blvd.. Y. L. or>uvge: 

(In the House of Fabrics Center) 

(714) 693-8080 

Open; Mon.-Frl. 9:30 to 5:00 • Sat. 9:30 to 4:00 • Closed Sun. Oimnge • 034-2700 
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REAL ESTATE TRANSACTIONS 


Transactions taksn from Orartgs County 
pubUc rscords. Tha dollar tigura with the 
small latter T means lull price. Tha dollar 
figure with the small letter "p" means partial 
price. 

n2082 Mariposa Ave. single family resi¬ 
dence. Sao.OOOp Donald C Simkins et al to 
Donald C Sunkins. July 28 
n 2082 Mariposa Ave. single family resi- 
derx». Sao.OOOp Alliance Acceptance Corp to 
DonalO C Simkins and S Norrell. July 28 
13A E. Pembroke Lane. No. 22 condomin. 
um. S133.0001 Roger M Bunjey el al to William 
and Gayle landiono III. July 30 

□ 1S00 N. Potomac St. single family resi- 
derx» S45.000p James R VignaelalloTalben 
Financial Inc . July 23 

□ 337 Purdy Ave. single family residence. 
$350.0001 Susan A Wentworth to Frank and 
Susan Arena. July 23 

□ 318 Fleming Ave. single family residence. 
$256.5001 Paul C Hancock lo Mark and Denise 
Hadland. July 28 

□ 925 Cobb Ave. single family residence. 
Sk)5.000f Charles R Shook to Lee D and 
Carol S Sundhein. July 30 

□ 2316 Onondaga Ave. No. E. single family 
residence $152.0001 Scot G Prescott lo 
Gervase J and Stephanie Laundrie III. July 24 

□ 1718 Steinbeck St., single family residence. 
$211.0001 Rudolf W Raphund lo Kathleen 
McBenttez July 28 

□ 1226 Limerick Drive single family resi¬ 
dence. $260.0001 William landiono III el al lo M 
Roger and Rosa Bumey. July 30 


1201 Brian St., single family residence. 
$261. OOOf Man D Stiles Jr loJohnJ and Rita 
M Faulkner. July 29 

1685 Aberdeen Drive single family resi¬ 
dence $100.0001 Tai Tzeng Tung to Chin-Ling 
Jim and CH Tseng. July 30 

□ 577 Alta Vista St. single family residence, 
$207 0001 John Nelson Young lo Fraulin E 
Canalila. July 30 

□ 1236 Wo^side Drive single family resi 
dence $205.0001 Toni J Baldwin to Bill R and 
Louise M Hall. July 27 

C1 1295 Dunham Lane, single family residence. 
$227,0001 Anthony Basilio to Chns and Lynn H 
Nicks. July 30 

□ 242 S. McCarron St., single family resi¬ 
dence, $222,0001 Great Western Bank lo Van 
Le and Ngoclan Khoa, July 30 

□ 5072 McKenzie Drive, single family resi¬ 
dence, $280,0001 Allred W Kreutz lo Nicholas 
J and Nancy J Adelizi July 31 

□ 406 Bluebell Ave. single family residence. 
$251,0001 Harry Smissen Jr lo Ronald B 
Swam. Aug 7 

□ 1436 Ave De Vacs single family residence, 
$172.5001 William H Helpes lo Daryl A 
Sakioka and Karen Uyeda. July 31 

□ 509 E. Milano St.. $272.0001 Forefront 
Devetopment lo Sleven Samuel and Yazmm 
Slutzef. Aug 6 

□ 514 E. Milano St.. $222.0001 Forefront 
Developmeni to Mei Jung and Agatha Lee Yeh. 
July 29 

□ 1863 Belmont Court, single family resi¬ 
dence. $137.0001 Gary Black to Dona Gardner 
Aug 6 



JOINING A SYNAGOGUE IS 
LIKE GETTING MARRIED. 



So Maybe You Should Go On A 
Couple Of Dates First. 


START WITH Sepieniber4 7:30 pjn. September 18 8:15pjn. 

September 11 8:15 pjn. September 25 8:15 p.m. 

Sit Down li^th Us For Shabby Services And See What We Stand For! 

Then we hope you*ll visit tome other teenpies u weU. Became no choice bi mcne penonal than 
cboocing t tyrngoguc. What*i xight for one funily may not be right for you and your family. But 
if you’re looidng for a itfonn congiegation big enough to offer aU the e^cational and reiigioua 
oppartumtiea ofa laree con gre ga Qon and small enou^ to offer you a acme of intimacy and 
BuONGING, we thiak you’ll like Teni{^ Beth Hkvah. 

Of you won’t know until meet ua. And you can meet ua anytime. Dial (714) S71< 

3535 for more infonnatian about Temple Beth Tikvah in general and our Proapective Member 
Sabtetha in ptiticuUr. AuronMCOMABOATioaiwniiAWAiiMamiOACHTomuMnoH 


( 714 ) 871-3535 

r Temple DeLh Tikvah 

I OF north ORANGE COUNTY 


m 




1600 North Acacia, Fullerton 

HAIM ASA, RABBI 
MARK riLOWITZ, President 





HOME APPLIANCE CENTER 




Refrigerator with 
tce/Water Dispenser 



26 6cu fi iap«in 9 HK ru fl 
tretier Dt9pmte$ tnishpd ice. 
cubn and water. 2 sltdemui. 


9p«llprooI ciaik %heKet help 
tontato vptlU Spayptnakfr * dorw 


50 Rebate::: 


iromSo C4 Edaon 




Self Cleaning Oven 
Slide In Gas Range 



Model JCAPMCEF 

lo (lean blaik |{|4$5 (ookiop 
with sealed burnert. tleclnmi* 
mrnconirulA Blatk gli«$ men 
door wich window ln-o%en brotling 


_llXiiiajSwiw 



Model (.SD970P 

4(uleA llopiMtnk POIM Kl HBIK 
<k(le wash MtMtn with 

Miihi-Orhil wAkh viklem ami seil- 
(k’aninK fillet. Super I pper Raik 
yuiriBiwri Wash Svkiem 


FREE DELIVERY 
AND INSTALLATION tStJ 


1 05 N . BRADF0RD A VE . PLACENTIA 
HOURS:TUE-FRI 10-6 SAT 10-5 
TELEPHONE:714-996-8240 


[ 11012 Reef Circle, single family residerxie. 
$117,000f Jeff Rulan lo Maria B Rodriguez and 
Jeridal Ho. July 31 

[ 11301 N. Kraemer Blvd. No. 25. condomin. 
lum. Ray Saldana to Martha Diane Grodeman. 
July 31 

[ 1 1301 N. Kraemer Blvd.. No. 25. condomin. 
lum, $119,5001 Billie S Terry to Martha Diane 
Grodeman July 31 

1 i 227 Ooverfleld Drive, No. 53. condominium. 
$131.0001 William E Taylor lo Mark J and 
Dana Armbruster. July 3t 

□ 824 N. Angelina Drive. No. 824. condomin. 
lum, $198,0001 R J Dewey lo Philip F and 
Palriaa R Scarpine, July 31 

□ 212 S. Kraemer Blvd.. No 271 condomin¬ 
ium. JLM Corp lo Wendell T Kershner, July 29 

□ 1749 Sierra Bonita Drive, single family resi¬ 
dence. $245.0001 Steven M Fowler et al lo 
Mark and Deborah and Bugbe Apodaca. Aug 5 
C J 809 E. Berkenstock Circle, single family 
residence, $277.5001 Lawrence Odenz to Su¬ 
san Beasley and Eldon L Nobles. Aug 6 

□ 1825 All^heny Ave., No. El. single family 
resodemce $220.0001 Norman S Hancock lo 
Michael P and Terry L Roach. Aug 11 

□ 4962 Hamer Drive, single family residence. 
$280.0001 Jimmy L Phillips el al lo Michael and 
Penny Koshkarian, July 31 

□ 2301 Natchez Ave.. No. E. single family 
residence. $132.0001 Dale H Payne el al to 
Darlene Weidner and L I Slensland. Aug 6 

□ 132 Orange Grove Ave.. single family resi¬ 
dence. $181.0001 Michael C Steiner lo Sergio 
and Patncia Espinoza. July 31 

— Compiled by Marge Alwardt 



PROFESSIONAL 
PERFORAAANCE 
FOR SERIOUS 
PHOTOGRAPHERS 

$89995 

■ Omni-Dimensional Predictive Autofocusing with Body Only 
4 AF sensors 

■ AF-mtegrated 14-Segment Metering, plus center-weighted 
and spot metering 

■ 1/12,000 sec top shutter speed with 1/300 sec flash sync 

■ 4 5 fps film advance with continuous autofocus 

■ Complete with Minolta's 2 year USA limited warranty. 


FOTO-HALL 


ONE HOUR PHOTO SERVICE 

FULLERTON • 3220 YORBA LINDA BLVD. • 996-1330 


DAYTIME PROGRAM NOW FORMING AT ST. JUDE MEDICAL CENTER TO TRAIN 

HOSnCE 

VDUINTEERS 

As a Hospice Volunteer, you will be assisting terminally ill 
clients and their family members either in the home or hospital for 
three to ten hours a week. Volunteers are trained to provide respite 
care (relieving family members for short periods of time), to be a 
compassionate listener, transportation to doctor appointments, light 
housekeeping, errands and other related duties. 

CLASSES WILL BE STARTING FRIDAY, SEPTEMBER 11,1992 
FROM 9:00 A.M. TO 1;00P.M. 

AND WILL MEET EVERY WEEK UNTIL FRIDAY, NOVEMBER 13,1992. 

Kach session will concentrate on such topics as effective com¬ 
munication technic|ues, understanding the process of terminal ill¬ 
ness and bereavement support, stages of grief, death and dying, 
family dynamics, pain and symptom control and spiritual caregiv¬ 
ing. Sessions will be facilitated by trained professionals. 

For more information, plea.se call the St. Jude Hospice Program 
at (714) 871-3280, Ext. 3680. 

Ill 

ST. JUDE MEDICAL CENTER 

A S'Slof S , >• St J( M ti” ' ** OM'fO’* Cot If Kdtton 

101 E. Valencia Mesa Drive, Fullerton, California 92635 
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PHIIfJIIVI 


T\/ OMtL Apphouujoe, SALES 


FAMILY^N. 

( OWNED AND | f BA 
V,,OreRATED^y \W, 


■^40 YEARS 
BACKING OUR 
JA/ARRANTIES 


SAVE NOW ON REFRIGERATORS!!! 




1 SON"K 

wiTOwSioVrk 

SURROUND SOUND 

• AUTO PROOBAMMINQ 
. TRINITRON MICRO 
BLACK PICTURE TUBE 

A MITSUBISHI 
31” DIRECT-VIEW 
STEREO RIONITOR 


• SOO LINES RESOLUTION 

• 1»1-CHANNEL CABLE 
COMPATIBLE 

*1399^° 

A MITSUBISHI 
3S” DIRECT-VIEW 
STEREO MONITOR-! 


4-SPEAKER SOUND SYSTEH 
TV/VCR REMOTE CONTROL 
ON-SCREEN DISPLAYS 

51799^® 

<0>HIXACHI 
40” 016 SCREEN 
STEREO MONITOR 
-RECEIVER 

• 750 LINES RESOLUTION 

• SURROUND-SOUND 
SYSTEM 

• S-VHS INPUT 




jyawyyyy ig» REMOTE 
AUTO CHANNEL SEARCH 


10 ” 

DIAGONAL 

REMOTE 




$OQQ40 

• CHROMA-COLOR 
PICTURE TUBE 

• VIDEO SENTRY 

WMmSM remote VHS VCR 





CRNRR AL RLRCTMIC 

FAMILY-SIZE 
‘V. AUTO WASHER 
- WITH COLD 
WATER RINSE 

• REGULAR WASH CYCLE 

• TWO WASH/RINSE 
TEMPERATURE 
COMBINATIONS 


AVhirlpool 

3-CYCLL WASHER 

LARGE 


GENERAL ELECTRIC 

COMPACT DESIGN 
MICROWAVE OVEN 



’^Phirijpool 


CAPACITY 

•THREE 

TEMPERATURE 

SETTINGS 

• TWO WATER 
LEVEL 

SELECTIONS 

• SINGLE SPEED 

• WHIRLPOOL 
DEPENDABILITY 


• LIGHTED ^ 
INTERIOR 

• PORTABLE ^ 

• LIGHTWEIGHT 





?86«» 


LAR6E-CAPACITY 
GAS RANGE 

• 30 " DELUXE RANGE 

• EASY-TO-CLEAN LIFT-UP 
COOKTOP 

• BROILER COMPARTMENT 



It • M ' 


LARGE-CAPACITY 
ELECTRIC RANGE 

• 30 DELUXE RANGE 

• FULL-WIDTH STORAGE DWR. 

• BROILER PAN AND RACK 

• EASY-CLEAN UPSWEPT TOP 


^HOTPOI^rT 



FREE 

*ioo 

U.s SAVINGS BDNQ 

SCICCT PAIRS 




LARGE CAPACITY 
ELECTRIC DRYER 

• HEAVY-DUTY MODEL 

• UP-FRONT LINT FILTER 

• WITH UP TO 130 
MINUTES' TIMED DRYING 

• FRONT-LOAD DESIGN 



NMAL SLSCTMIC 

LARGE-CAPACITY 
GAS DRYER 

• TWO DRYING CYCLfS 

• UP TO 130-MIN. TMCD DRYING 

• UP-f RONT LINT FILTER 

• PERMANENT-PRESS CYCU 

• 3 DRYING SELECTIONS 

$23040 



Z m SOFT FOOD 
DISPOSER 
TWO-LEVEL 
WASH ACTION 
• HEAT-OFF 
DRYING OPTION 


la/AREHOUSE SHEWROOMS...BUY OIRECT FACTORY TO YOU! 

STORE POLICY PHIMIIvrS -- 


PHIL & JIM’S 

Wfin*n Quat»r^\mm H you imd 
If'* it«m you pufCh*»«cJ ••»• 
Wfl*'* lo' IWlt^ 

PHtL A J'M S 

option*) w.thin 30 day* we will 
retund upon venlicat'On the 
d.P«'enc# -n price E«Clud.ng 

Limited Mem* _ 


SOUTH GATE 

5831 FIRESTONE BLVD 

(310) 806-1000 

HACIENOA 

HEIGHTS 

17130 COLIMA RD 
(618)S10-1771 


IV (uui AppCUkMTA SALES AND 8ENVICE 


ANAHEIM 

333 SO EUCLID ST 

(714) 776-8711 


MONTCLAIR 

9197 CENTRAL 
*CB0SSIH0« 
MOSICIIYB I>IA7» 

(714) 624-5901 


MVERSIDE 

10198 INDIANA 

(714)351-1100 


MORENO VAUEY 

12125 DAY ST 
AieoFwv 

(714) 662-7770 


SAN BERNARDINO 

566 INLAND CENTER DRIVE 

(714)361-2001 


HUNTINGTON 

BEACH 

7532 EDINGER 

(714)846-1110 


ELTORO 

23740 EL TORO RD 

SADDlEBACK P-AZA 

(714) 659-6901 


ANAHEIM HILLS 

1012 NO TUSTIN 

(714) 630-8600 

. LIQUIDATION 
“ CEHHR 

710 E BALLRO 

-AZA INAMHCIM 

1901 (714) 533-9220 

Call >o' stnrm 


CHARGE IT! 
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HOW TO REACH U$ 


Main office 

1771 S Lewis SI 
Anaheim, CA 92805 
Hours 8 a m -6pm 

Mail 

North County News 
P O Box 70004 
Anaheim, CA 92825-0004 

Phone numbers 

(714) 634-1567 


■ 

T 


North County News 


Publishing Inc , a division ol Freedom 
Newspapers Inc North County News 
papers are distributed to Orange 
County Register subscribers with The 
Register and to other homes as an in¬ 
dependent package 

Circulation 

Verified by VAC 

Customer service; (714) 634-1567 
Monday ■ Friday 8 a m - 5 p m 
Anaheim Bulletin 
Anaheim Hills News 
Brea Progress 
Fullerton News Tribune 
La Habra Star 
Orange Observer 


All North County News 204,000 

Submitting material to us 

All materials submitted to us are ac¬ 
cepted without promise that they will 
be used It you need material re¬ 
turned. please submit a self-ad- 
dressed. stamped envelope All 
unsolicited items will be considered for 
use on a space-available basis at the 
discretion of the editors 


News deadlines 

Press releases Due one week prior to 


publication 

Weekend sports results Noon 
Monday 

Advertising deadlines 

Retail, real estate, automotive display: 
5 p.m Monday for space reservations 
Classified 6 p m, Tuesday 

Legal adjudication 

Six of the North County News week¬ 
lies are legally adjudicated to publish 
fictitious business name statements 
Forms are available Call us for more 
information 


Who we are 

Rick Beaty, publisher 
Janniee VVatson, executive editor 
Joseph McDonald, advertising director 
Bill Pate, circulation director 
Mary Macrell, production director 
Kathy Nicholson, production manager 
John W Swanson, managing editor 
Don Clever, editorial page director 
Jerry Fingal, city editor 
Tim Dermody, features editor 
Curt Seeden, news editor 
Barbara Giasone. lifestyles 
Bob Cunningham, sports editor 
Mike Pilgrim, photo editor 



Sunday, September 13 
Gates open 6:30 a.m. 


The North County News weeklies are Placentia News-Times 

published Thursdays by Golden West Yorba Linda Star 


INFANTS • TODDLERS • PRESCHOOL 

High Quality Child Development Center 

Providing a warm friendly 
educational atmosphere in a 
new state of the art facility 

M ^ OPEN 

\ 6:30 AM - 6:30 PM 

I (714)256-2010 

\ rilQmvPrV Director: Fran Brogna 
^ 705 E. Birch St. Brea 

i3,C C (Across from Brea Poif Office) 


(Across from Brea Post Office) 






SERVICES 




FOR YOUR 

HOME IMPROVEMENT NEEDS 

Check us out 
in Our 

HOME IMPROVEMENT REPAIR 
& SERVICE GUIDE! 


The Marine Corps Air Station Tustin 

Invites yo|i to Join us fdr dirr Open 








Bring die whole fantUy \ 
for A foil day of Interesdng \ 
displAys And action \ 

demonstradottsi 

The Open House kicks off 
with a pancake breakfast 
and a SK/f OK ‘‘Run for the 
Gold” through the air stadon’s 
historical blimp hangars. 

‘FREE ADMISSION 
AND PARKING 


/ DONT MISS THESE 
EXCiTING ATTRACTtONSi 

• Helicopter flight 
demonstradons 

• Classic Car Show 

• Vintage aircraft and fighter 
helicopter displays 

• Tour the giant blimp 
hangars 

• Chances to ride the 
Goodyear blimp 


^ NORTH COUNTY 

M news 

Classifieds 

call 

■ . About our 

I! I' introductory 

I' offer ^ 


(714) 634-1567 


Take the 5 fwy., exit jamboree follow signs to giant blimp hangars. Or, 
take the 55 fwy., exit Edinger, go South to Red Hill and follow signs. 

For more information call: (714) 716-7678 

MCAS Tuslin thanks and appreciates Open House 
sponsors however there is no endorsement. 


Sponsored by 
ORANGE ^COU 


•CeeiA 

uaHT 
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We don’t mail millions of these 
every year for our health. 

We mail them for yours. 


Something to consider when you receive your Christmas Seals® in the mail. 
When you support the Christmas Seal Campaign^ you’re not only helping 
to find cures for lung disease, but helping to find ways of preventing it as well. 

So support the American Lung Association and use Christmas Sealsf It’s a 
matter of life and breath? Who knows, maybe even your own. 


AMERICAN a: LUNG ASSOCIATION 

I The Christmas Seal People' 

It’s a matter of life and breath® 
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Vieivpoints 


UR OPINION 


SOCIETY'S ILLS 






Kris Gundetfinger, 20, 
Site Director, Koch 
Park. 

"Yes I do. I think that 
uniforms, even though 
it's not as fun to buy 
ciothes in the summer, 

I think it would be a lot 
easier having every¬ 
body wear the same 
thing.” 


Azsha Drennan, 19, 
student. 

"Probably not. It just 
depends what the kids 
values and morals are. 
I don't think it would 
really help. They will 
try to find some way to 
make it into a gang 
thing" 


Uniform code against 
gangs not the answer 


ISSUES/ 

ANSWERS 


Janna McFerson, 10, 
student 

"It would be good to 
wear uniforms in public 
schools. I think it would 
help teachers cut down 
on the gang problem, 
because everybody 
would look alike.” 


Spencer McConkie, 

11, student 

"I don't think it would 
because gangs would 
form up in schools any¬ 
way and they wouldn't 
like what they were 
wearing.” 


Meaghan Brown, 12, 
student 

'No, not really. Wear¬ 
ing uniforms wouldn't 
be anything different. It 
wouldn't do anything to 
the gangs." 


stilling a certain amount of dis¬ 
cipline in their students, but 
parents must be the ultimate 
authority over discipline and to 
teach their children what is civi¬ 
lized behavior. Too many par¬ 
ents simply don’t care. Some 
can’t be bothered taking care of 
their own, so they have come to 
depend (too heavily we think) 
on the tax-supported education¬ 
al system to teach this civilized 
behavior. 

Adding extra levels of respon- 
siblity to our overburdened 
school districts is not the an¬ 
swer, Ms. Smith. Wearing uni¬ 
forms in government schools 
has been tried in any number of 
fascist societies where one seg¬ 
ment of society is deemed supe¬ 
rior over all others. And it 
hasn’t worked. In America we 
like to think ourselves as civi¬ 
lized individuals with individual 
tastes, recognizing that we are 
ail equal in the eyes of our mak¬ 
er. 

Ms. Smith would do well to 
seek more responsible parental 
guidance for the youth of our 
communities. The cure for soci¬ 
ety’s problems can be found in 
the home, not in our public 
schools. 


Staying at home as wife and mother 


It has been suggested that stu¬ 
dents in the Placentia Yorba Linda 
Unified School District dress alike. 


QUESTION: Would requiring 
students in public schools to wear 
uniforms curb the gang problem? 


If clothes make the man, what 
would dressing alike make stu¬ 
dents in the Placentia Yorba 
Linda Unified School District? 
Would it make the students shy 
away from gang activity? Or 
would it increase the gang ele¬ 
ment in the school district? 

Katherine Smith, founder of 
Group Resolving Anti-Social 
Problems, believes, among oth¬ 
er things, students should be re¬ 
quired to wear uniforms. She 
said that is the No. 1 priority if 
schools are to get a handle on 
the gang problem. It is Smith’s 
belief that schools have an obli¬ 
gation to take the lead in fight¬ 
ing gangs. School officials dis¬ 
agree. 

Mixed views have been pre¬ 
sented over her uniform re¬ 
quirement proposal. 

But Smith’s oratory calling 
for schools to take the lead in 
fighting gangs was quickly re¬ 
jected by one school official. 
School District Superintendent 
James Fleming said the key to 
resolving anti-social problems, 
such as gangs, lies inside the 
home, “^mebody at home has 
to become accountable for their 
kids,” he said. We agree. 

Schools are charged with in- 


IN YOUR OPINION 


I am appalled at Marilyn 
Quayle’s strong implication that 
complete fulfillment for American 
women lies solely in the roles of 
wife and mother. 

It seems obvious that Mrs. 
Quayle is not acquainted with a ba¬ 
sic reality — that a large number 
of American women don't have the 
choices that she has. During the 
last 12 years, being a stay-at-home 
wife and mother has become a lux¬ 


ury for some of us and an impossi¬ 
bility for most of us — a luxury that 
seems even more distant when we 
try to pay for child care during this 
recession. 

Mrs. Quayle is right — most of us 
didn’t “ drop out,” use drugs or 
join the “sexual revlution,” but we 
have struggled to declare that a 
woman’s identity is not limited to 
her definition. 

However, much stronger than 


any role definition are the limita¬ 
tions imposed by the economic re¬ 
alities of 12 years of trickle down 
economics. I suggest that family 
values be expanded to acknowledg¬ 
ing and rectifying the harsh reali¬ 
ties facing women and children in 
America, something that Hillary 
Clinton has been working toward 
for 20 years. 

Joyce Alessi 

Yorba Linda 


Aalnd at Koch Park in 
Placantia. 


Jacob Coner, 16, 
student. 

"I think It could. But I 
think there will be other 
things people will do. 
They will still fight, but I 
think it would keep ev¬ 
eryone on the same 
level.” 


NORTH COfNTY NEWS 

ISICN 

A FREEDOM NEWSPAPER 


Rick Baaty, publisher 
Don Clever, editorial 
and commentaiy directory 
Jarmiee Watson, executive editor 




















arts & crafts 


j Strathmore, 

inmii Belngfang & > 

Osralrod 

' Fine Art Paper 
Pads 

• Bristol • Drawing • Graphite • 
Newsprint • Ketch • Watercolor« 
Multi Palette • Pastel-Charcoal 


i Koh-I-Noor ’ 

^ Rapldograph 
Set of 7 

Technical Pen Set 

• CanyMcuc 
• W(hliik*NlbKc7> 

$OQ88 


W Polished Cotton X 

Craft TotesN 

• Patterned & quilted styles ' 

• Fabric handle • Great for: 
Knitting & Crochet & Craft Items 


Scholarship targets minorities 


By Pamela Krebs 

North County News 

An El Camino Real High School 
student received a $500 scholarship 
last week from the California 
Peace Officers Association. 

Lenny Luna, an 18-year-old for¬ 
mer gang member and former Pla¬ 
centia resident, received the schol¬ 
arship from Dave Helsel of the Cal¬ 
ifornia Highway Patrol and Tustin 
Police Capt. Steve Foster. 

Placentia Police Chief Manuel 
Ortega, John Marquez of the Pla¬ 
centia Community Youth Partner¬ 
ship, Austin Smith of Advanced 
Training for Career Opportunities 
and Art Delgado, the director of 
the Advancement of Ethnic Repre¬ 


sentation and Opportunities, also 
attended. 

Delgado is trying to get Luna a 
four-year scholarship at National 
University in Anaheim through 
project AERO. 

The California Peace Officers 
Association raises scholarship 
money for youths to enter law en¬ 
forcement. There are eight regions 
in the state. One candidate from 
each region is selected annually. 

‘‘We want to focus on the minor¬ 
ity groups,” Helsel said, adding 
that there is a need for more mi¬ 
norities in law enforement. 

Luna said he plans to attend Na¬ 
tional University in Anaheim to 
study law enforcement. He would 
like to be a police officer. Current¬ 


ly, he is a youth supervisor for 
Kraemer Junior High School. 

Luna said he abandoned gang 
life when he was shot in the back by 
a rival gang member. The shooting 
nearly paralyzed him. 

Since then, Luna has worked 
with various youth organizations to 
prevent or reform youth from gang 
life. He also made a one-hour gang 
prevention show with Ortega. 

‘‘Here was an opportunity for us 
to show not only him that we’re 
here to help you but, you’ve got to 
knock on our door.” 

When a youth converts from a 
life of crime to being a productive 
citizen, “We all are the benefac¬ 
tors,” Ortega said. 


All Osmlrod 

Calligraphy Supplies 

• Nip Unit* • Master ScU 
• Ink Cartridges • Drawing Seu 

1 /2 Price 

Reg. $435- $25.49_ 


GANG: Shooting transformed teen-ager’s life 

FROM At side of gang life but it’s all lies, he Kraemer Junior High School. 

said. . He is involved in several groups 

ways. Luna once was a promising Young boys join gangs to feel a focusing on gang prevention and 

football player on the Valencia sense of belonging or sometimes to intervention such as Club Pride, 

High varsity team his freshman follow family tradition. In Luna’s Drug Alcohol Tobacco Education 

year. He gave that up to join a case, he said he wanted to belong to and Barrios for Christ, 

gang. group that shares his ethnic back- He has taught Placentia Yorba 

His lifestyle and non-conformist ground and be with people he could Linda Unified School District 

attitude led to his being expelled relate to. teachers about gangs and his 

from four high schools — Valencia, Although he did find cultural weekends are devoted to volunteer 
El Dorado, a continuation high peers in gangs, they turned out to work. He hopes to change some 

school in Santa Ana and El Camino be his enemies. He remembers lives. 

Real. looking over his shoulder during Placentia Police Chief Manuel 

“He was considered one of the gang fights with several rival gang Ortega chose Lenny Luna to act as 

most hardcore guys in Placentia at members only to find he was left the chief of police during the youth 

his age,” said his brother Ken alone. The betrayal and deceit, in government day at City Hall. 

Luna, 26. Luna said, is part of gang life he “ He has the instincts to be a 

Lenny Luna’s initial intentions hated the most. good cop. 

weren't to hurt people. He was Luna finally found the family he ”He’s developed instincts (that) 

looking for acceptance and broth- was looking for —at home from his coupled with the education makes 

erhood. four brothers who gave him the him a can’t-lose kid,” Ortega said. 

“Being part of a gang was like guidance and emotional support to ‘‘I’m proud of him. He’s my baby 
being a part of a family — at least I change his life. brother,” Ken Luna said, 

thought," Luna said. In a few months he will graduate Lenny Luna is going to be very 

But that’s not the way it turned from h^l Camino and plans to enroll busy between school and his youth 

out. The family he thought was at National University in Anaheim programsinpreparationtobecom- 

there to support him didn't exist. to study law enforcement. He ing a cop. One day he hopes he’ll be 

"The barrio takes away your would like to become a police offi- spending all his fighting crime so 

values and belief in life,” Luna cer. he can pay his debt to society, 

said. ”1 feel good because I’ve accom- ”I don’t look back because 

Gangs try to lure boys into gangs plished a lot in V-ii years,” said there's so much to look forward 

by showing them the glamourous Luna, who now is a supervisor at to,” Lenny Luna said with a smile. 


North American 

Metal Frames 

Ideal for: Photos. Diplomas. 
Documents. Graphics 

40% Off 

•Price Is marked. 

Prices $8.69-$2S.99 


“Almost Real” 

FRUIT 

$J29 


Your Choice 

Choose from: apples, lemons, peaches, 
pineapple, ^apes. and more. 


Grumbacher & Shiva^ 

Painting 

Mediums 

• Oil Paint Medium • Turpentine 

• Matt Varnish • Damar Varnish 

• Linseed Oil 

25% Off 


POLICE 
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COUPON 

Crepe Paper 
Streamers 

2/$ioo 

Reg. 99‘ 

Exp. 9/30/92 


j COUPON 

i ^3®® Off 

I Any 1 Gross 
(144) Balloons 

j *10”, 12", 14". & metallic 
I Your Choice • Any Color or Size 
j Exp. 9/30/92 


COUNCIL: Anaheim to handle cx)de violators 


Drafting Suppli es 

I ..« • Ruling Pen • Metal Rulers 

• Curves • and mo re 

E^quipiiiciii. QO% Off 

• Compressors • Air Brushes //|j 
• Cleaner • Books U I 

20%offr \ 


All Includes ^ - 

Koh-I-Noor & Technical Pencils! 
Rapldograph - /rt „ j 

Pens & Sets 1/2 Price 


Robert Simmons ~, 

Brushes 

30°'^ Off BE 


TALL Mouse arts,&;CrA^:ts 


USOe 'Vorba 
Linda Blvd. 
Yorba Unds 
»26S<> 2sJ 

(714) 996-0101 


OPEN 7 DAYS 
Mon -Fn «JO-9 00 
Sal 9 00 

Sun lO-OO-SOO 


lUuii SVYholoiale 
S' sC Diacouni 10 .'- *' 
Seniors 


American Heart 
Association 


FROM At 


in court each day prosecuting code 
violations. The additional case 
load will not be a burden to Ana¬ 
heim’s attorney, Tanenbaum said. 

Anaheim has a total of 16 attor¬ 
neys on staff, seven of which are 
prosecutors. Placentia has one 
part-time attorney. 

Anaheim City Attorney Jack 
White expects to prosecute H) Pla¬ 
centia cases per month. 

Placentia will spend $65 for each 
case filed. If the case involves a 
trial, thfe city will pay Anaheim 
$100 for up to two hours and $60 for 
each additional hour. Appeals cost 
$60 per hour plus $25 for clerical 
time and any out-of-pocket costs. 

The city was paying the District 
Attorney’s Office $68 per case. 


Anaheim anticipates generating 
between $5,000 and $15,000 annual¬ 
ly, White said. 

”It will help offset the costs of 
our in-house prosecution staff by 
the revenue we get from Placentia 
without requiring us to hire more, 
personnel,” White said. 

Placentia resident and City 
Council candidate Betty Mead said 
that contracting for Anaheim’s le¬ 
gal services was wasteful. 

“I’m concerned about a conflict 
of interest and a duplication of ser¬ 
vices,” Mead told the council. 


In other action, council mem¬ 
bers: 

■ Approved the sec¬ 
ond reading of an ordinance re¬ 
quiring outdoor addresses on new 
homes and businesses be at least 4 
inches high to increase visibility; 


■ Nominated John 
Allday to the Planning Commus- 
sion and Judi Boch to the Cultural 
Arts Commission; 

■ Presented scholar¬ 
ship checks to the 1992 Summer 
Volunteens; and 

■ Awarded certifi¬ 
cates of appreciation to former 
Planning Commissioners Michael 
Maertzweiler and Gary Hill. 


We need yoii. 
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Distinguished scholar. 

That’s Sarah Frazee. She 
earned this honor by achieving 
a grade point average of at 
least 11.0 on a 12.0 scale at 
Claremont McKenna College. 
The Valencia High grad is a 
freshman studying internation¬ 
al relations. 

■ 

There’s more! Nathan 
Young, a junior majoring in 
mathematics and literature, 
earned a place on the dean’s 
list by achieving a 10.0 grade 
point on a 12.0 scale. 

■ 

And still more good news: 
Bud Rainwater recently under¬ 
went heart transplant surgery 
and we’re happy to report he is 
looking and feeling real good 
The operation took place at 
UCLA. Bud says he wants to 
thank everyone for their pray¬ 
ers. 

■ 

Traveling around: Adeline 
Peterson enjoyed a family re¬ 
union in Swanville, Minn, with 
relatives, including brother, 
sisters, nieces and nephew- 
s... And they stopped by and 
visited with old friends. While 
she was there she experienced 
scary thunderstorms and tor¬ 
nadoes ... She did what any 
Californian would do and head¬ 
ed for the basement, but the 
relatives weathered the storm 
upstairs. 

■ 

Traveling around, but not 
quite as far as Adeline: Tony 
Graziano arranged a tour of 
the Nixon Library for the Haci¬ 
enda Park residents. Lowell 
Jones was the tour guide and 
I’m told he went into a lot of 
detail and that everyone had a 
great time. 

■ 

Congrats to Marv Reid, for¬ 
mer Heritage Parade Man Ex¬ 
traordinaire, on being appoint¬ 
ed to the Planning Commis¬ 
sion. Does this mean there will 
be a new parade route? And 
speaking of parades, got a call 
from Ted Shettler, another pa- 

Please see PEOPLE/A15 


Film director James 
Cameron, right, 
whose parents reside 
in Placentia, chats 
with actor Arnold 
Schwarzenegger 
during filming of 
"Terminator 2: 
Judgment Day.” 
Cameron says he 
credits his parents 
with giving him the 
traits that have 
helped make him a 
success. 


He went where the action is 


By Pamela Krebs 

North County News 


But director James Cameron 


still has his Placentia ties 


Please see PEOPLE/15 


Philip and Shirley Cameron are 
proud parents and their living 
room shows it. 

Their son is James Cameron, the 
movie director whose credits in¬ 
clude "The Terminator," "Termi¬ 
nator 2: Judgment Day" and 
"Aliens” 

But the Camerons’ family arti¬ 
facts are anything but Hollywood. 

On the couch in the living room is 
an oil painting of a car their son 
painted when he was 5. A sketch of 
horses — drawn when he was older 
— is shown on request. 

Missing from view in their mod¬ 
est Placentia home are any obvi¬ 
ous signs of their son’s Hollywood 
career. Stacks of souvenirs and 
newspaper articles outlining his 
career sit discreetly under the cof¬ 
fee table. 

And that’s OK with James Cam¬ 
eron. He credits his parents with 
giving him the traits that have 
helped make him a success. 

His mother, an artist, taught him 
how to paint as a child and he was 
surrounded with artwork while 
growing up. His father, an engi¬ 
neer, gave him an interest in things 
technical and ‘‘a respect for prob¬ 
lem solving” The result is a mind 
that has turned out some of Holly¬ 
wood’s most successful action 


movies. 

His parents’ contributions aren’t 


into the mainstream of filmmak¬ 


ing. 

In 1984, Cameron directed and 
co-wrote “Rambo II” with Sylves¬ 
ter Stallone. In 1986 he wrote and 

directed "Aliens..I’he Abyss" 

followed in 1989. Although it wasn’t 
as popular as he had hoped, "The 
Abyss” was special to him because 
he wrote the script at 17. 

But it was “The Terminator” 
starring Arnold Schwarzenegger 
that really launched his career in 
1984. 

"The transition from nobody to 
somebody was when I released 
‘Terminator,’ ’’ he .said. 

While the first “Terminator" 
film was noted for some daring 
special effects and chilling story¬ 
line, the 1991 sequel, “Terminator 
2: Judgment Day," was even more 
spectacular. 

“Terminator 2" is one of the 
most expensive films ever made 
and grossed more than $2(K) million 
at the box office. 

Despite his success, Cameron re¬ 
members the lean times. Early in 
his career, he wasn’t making much 
money and a career in film seemed 
hopeless. But he didn’t give up. 

His father even suggested once 
that he “go out and get a real job” 

Now he is the owner of Light- 
storm Entertainment and occa¬ 
sionally reminds his father of that 
comment in jest. 


lost on James Cameron. He .said he 
is naturally attracted to “technical 
things and story telling.” 

“I was always around people 
who valued art. It made me believe 
I had something to contribute,” he 
said. 

Even though he’s already one of 
Hollywood’s most successful direc¬ 
tors, his potential barely has been 
realized. He recently signed an 
agreement with 20th Century Fox 
to deliver 12 pictures in the next 
five years. The agreement is said 
to be one of the biggest in Holly¬ 
wood history. 

James Cameron was born in Nia- 
gra Falls, Canada, 37 years ago. 

His interest in film began in high 
school, when he made short films 
and experimented with animation 
using his father’s camera. 


The Camerons moved to Placen¬ 
tia after James graduated from 
high school. He then moved to 
Brea, where he lived for 10 years. 

He was a truck driver for the 
Brea Olinda Unified School Dis¬ 
trict and a tool-and-die maker. He 
studied physics at Fullerton Col¬ 
lege before switching his major to 
English. , 

It wasn’t until he was 25 that he 
seriously considered pursuing a 


film career. He and a friend, a film 
buff, were offered a chance to 
make a film by a group of dentists 
looking for a tax shelter. 

He quit his job as a truck driver 
to shoot the 10-minute film, “Xeno 
Gene.sis.” The budget for the film 
was $20,000. His mother helped out 
by .sewing costumes. 

The completion of his first pro¬ 
fessional film gave him the confi¬ 
dence and experience he needed to 
make a serious commitment to 
filmmaking, Cameron said. He 
then believed he could make a de¬ 
cent living. 

In his spare time, Cameron fre¬ 
quented the use film library 
where he studied front screen pro¬ 
jection and other film techniques. 
Often he would hitchhike to Holly¬ 
wood because he had no money or 
car. 

His big break came when he got 
a job with Roger Corman, consid¬ 
ered by many the B film king. 

He created special effects and 
built miniatures for “Battle Be¬ 
yond the Stars." He was .soon pro¬ 
moted to art director. 


His interests in film expanded 
into other areas from the technical 
to the more subjective. Through 
perservance and sacrifice he got 
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ALFRED PIANO T 
WORKSHOP 

• Thursday October 8, 1992 

• 9:00 am-12:30 pm 

A Light Lunch will be served following 


SINCE 1938 


COUPON" 
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EDUCATIONAL INSTITUTE 

Does your child need help in math? C^cover the Kumon. tethod of ieaming mathematics and give 
your diilQ immediate self-confidence, regardless of age or stall level! 

The Kumon Educational Institute is the largest private mathematics program in fte world 
and has been featured in Time, Neiesweek, and the Wall Street Journal for its 
outstanding results. Don't wait! Call or come by today! 

• Image comprehension • Individualized prog^ • Mathematical thintang skill 
• Advances or remedial • Highly motivated, caring instructors 

5 KUMON MATH CENTER • PLACENTIA 

i ^ 601 E. Yorba Linda Blvd. #6-B 

(714)572-6117 • 1-800-767-6282 


MUSICIANS & MUSIC INSTRUCTORS 

We Invite You to Attend the 


Pedrini The Music Merchant 

320 W, Katella Orange CLINICIAN 

R.S.V.P. Steohanie Bates (714) 538-9315 


Village Pre School 




Your child deserves the best, 
its YOUR Responsibility! 

State licensed-est. since 1960 


We offer one of 
the most comprehensive 
science programs in 
Canfomia. 

A.ges 2-6 

Developmental School with 
emphasis on Science, Language 
and Social Skills plus 
intellectual development. 

We teadtttie three R'k 
R ecording * Remembering * Reporting 
(not 'readin, 'riling and'rithmitk) 

YORBA LINDA 
18502 Imperial Highway 
Yorba Linda 
993-3444 

Hours 7:00 am-6:00 pm 


Levis 


6RGGVFIT& loose nr 


umit 4 per customer 
while supply lasts • Exp. 9-13-92 


L€VI'S«SP€CinLS 

FOR BRCK TO SCHOOL & LRBOR DRV 


^COUPON* 


Levi’S 


550 

RCLRX FIT 

100% conoN 


T-SHIRTS & TANK TOPS 

Regular Price 

Rdditionol 15 % Off 

Vour Price 

While supply lasts 

1-13-9 


99 


j Lima 4 per customer | 
I whle supply lasts I 
I to. 9-13-92 ! 


^TiLLV’S^ 

Use Our Convenient Layaway Program 
Store Hours: Mon - Fri 10-99 Sal. 10-79 Sun 10-6 

HUNTINGTON BEACH BELMONT SHORE ROWLAND HEIGHTS FULLERTON CYPRESS 
18545 Mam Street 5282 East Second St. 17568E.Colima 1437S. Hartror 6836Katella 

(Comer of Beach) (NexttoWherehouse Records) (Marshall s Center) (at Orangefhorpe) (Comer ot Knott) 

714-841-9729 310-434-1769 818-912-8949 714-447-1171 714-892-0129 


Levi’S 


R6DTRB i 
SHIRTS 

7V4 Oz. Denim 
100% Cotton 

$2499 

While supply lasts 

Exp. 9-1392 


























A14 Racentia News-Times SaptomtMrS, 1992 



GET THA T NEW CAR LOOK AND FEELING 


• ANAHEIM 

3470 E. LA PALMA 

(N of 91 Fwy between Kraemer & Tusiin’ 


Mon.-Fri. 8-5 • Sat. 9-1 

Good at our Anaheim location only 


WE SPECIALIZE IN VANS. TRUCKS. RVs & 
MOTORHOMES (PRICES SLIGHTLY HIGHER) 


Owned & Operated by 


Chuck and Judy Tharp 

FRAME STRAIGHTENING • INSURANCE WORK WELCOME • EXPERT BODY WORK • FREE ESTIMATES 


BIRTHS 


Uniforms unlikely for schools 

Officials dismiss group’s anti-gang strategy 


from gang influences for a longer dreary financial luture, many ac- 
period of time. tivities such as music, art and 

While agreeing with Smith that sports, have either been reduced or 
such a system does keep students are on the block for elimination, 
“children” longer and allows for a The bottom line, Fleming said, is 
slower maturation process, Flem- these are societal problems. As 
mg said disbanding middle and ju- such, teachers can, and more prop- 
nior high schools won’t work. erly should, reflect the parent's 

Curriculum is departmentalized teachings, not the other way 
in those grades, Fleming said, and around. 

even if the sites were abandoned. Smith pointed out several of her 
the classes and teaching styles goals may not be applicable, or 
would remain. even workable, in every school dis- 

As for Smith’s plan to establish trict. 
trade schools in abandoned junior Other goals include savings ac- 
high schools, Fleming said, "it counts for kindergartners, curfews 
would probably be cheaper to add for all students who don’t have 
to a junior high than to abandon driver’s licenses, establishing teen 
it." courts, conservation corps-like 

Smith’s group encourages programs for repeat gang offend- 

schools to offer after-school activi- ers, requiring gang members to 

ties to deter idleness. But because serve in non-profit agencies in lieu 
of dwindling school budgets and of jail and community rallies 


By Bruce Bailey 
North County News 


The founder of a grass-roots anti¬ 
gang movement ^lieves schools 
must take the lead in fighting 
gangs but local school officials 
don’t agree. 

Katherine Smith, founder of 
Group Resolving Anti-Social Prob¬ 
lems, believes schools are the most 
important element in a three¬ 
pronged attack on gangs that in¬ 
cludes legislators and community 
members. 

But Placentia Yorba Linda Uni¬ 
fied School District Superintendent 
James Fleming said the key to re¬ 
solving anti-social problems in 
schools such as gangs lies inside 
the home. 

"Somebody at home has to be¬ 
come accountable for their kids,” 
Fleming said. 

Smith, an Anaheim resident, es¬ 
tablished her group earlier this 
year. Its main function is to raise 
community and national aware¬ 
ness levels, provide educational 
services and literature and act as a 
resource to deal with gang-related 
crime. 

Smith held a news conference on 
July 30 at the Richard Nixon Li¬ 
brary in an attempt to gather sup¬ 
port for her group. 

Her No. 1 priority for schools is 
uniforms for all students. But 
Fleming said that wouldn’t work in 
his district because he isn’t sure if 
public schools can legally require 
students to wear them 

Ron Wenkart, senior attorney 
with the Orange County Depart¬ 
ment of Education, said questions 
of whether public schools can re¬ 
quire uniforms haven’t been 
asked. 

Orange County Superintendent 
of Schools John Dean, said "uni¬ 
forms (in public schools) probably 
wouldn't withstand a legal chal¬ 
lenge” 

Dean said school boards can ban 
any clothing that they determine 
places students in danger such as 
gang attire. But that’s not the same 
as establishing a dress code or uni¬ 
form, which wouldn’t work if it 
came from the district. 

“To be most effective, dress 
codes should be implemented up¬ 
ward from the student, not down¬ 
ward from the district.” 

Smith also wants to eliminate 
middle schools and junior high 
schools. She believes grouping 
children in kindergarten through 
eighth grade would keep them 


No reason to refinance anywhere else 

Offering Fixed and Adjustable Imm 

HOME SAVINGS 
OF AMERICA |3l 

The Nation's Mortgage Lender.” 


Money at Your Finger Tips' 


$CASH$ for cans 


Wo win match any cowpotitors' advortised price in Orange County! 


Expln* 

9/15/92 


FULLERTON LOAN OFFICE 
680 Langsdorf Drive 


^^ATWOOD RECYCLIN 

' 218 S. Van Boren. Placentia t 

jJwi N. ot Orangttwrpa. bit hom i ^ 


An Ahmanson Company. Over $47 billion strong. These features apply to one of our 

i _L Many loan programs. Check with your local loan office for maximum loan amounts 

LSNMH and other terms and limitations. An equal Housing Lender 


URETHANE I SUPREME PAINT 
SUPREME special! SPECIAL 


QUALITY PAINT 
SERVICES 

START AS LOW AS 


Birtti Information supplied by area 
hospitals. 

□ fMson, Walter Jr and Geiser. Mi¬ 
chelle, a boy, Aug. 17, Kaiser Hospital, 
Fontana. 

□ Collopy. Robert and Piacenza. 
Josette, boy, Aug 4, St. Jude Medical 
Center 

n MacM. Richard and Luz, a girt, Aug. 
17, St. Jude Medical Center. 


Now only $249.95 

Reg. $349.95 

Not Valid with any other offer. Expires 9-16-92 


I Now only $499.95 

I Reg. $699.95 

I Not Valid with any olher offer. Expires 9-16-92 


Not Valid with any other offer. Expires 9-16-92 
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PEOPLE: College students 
noted for their achievements 


what’s 
ahead 


FROM A12 

rade pal. He’s really proud of 
daughter, Jodi Titus, who’s just 
applied to Cal State Fullerton 
as a junior transfer. A mother 
of three, Jodi gets a pat on the 
back for “doing it all” with 
grace and enthusiasm. So 
when’s the next parade and 
who’ll be working on getting 
the entries lined up? Don't 
know, but Ted and I are avail¬ 
able. 

■ 

Promised last week and here 
they are: High Honor Roll stu¬ 
dents at K1 Camino Real High 
School are Marlon Chinchilla, 
Jeremy De Tevis, Leonard Mar¬ 
tinez, Gabriela Nunez. Hilda Pe¬ 
rez, Adriana Tapia and Jason 
Wieland. All earned better than 
a 3.0 while completing more 
than 40 credits of work in one 
semester! 

■ 

Newest member of Las Can- 
ciones is Shirlee Gros She 
loves music and likes to listen 
to all types. She enjoys playing 
hymns in her church’s Sunday 
school as well as share her tal- 


CAMERON: 


FROM At 2 

Despite all the barriers he faced 
during the early years of his ca¬ 
reer, Cameron said one thought 
was always in the back of his mind. 
He remembers his parents telling 
him he had to make something of 
himself. 

When he finally committed to his 
goal, his parents encouraged him. 
That gave him motivation to pur- 


We need you. 


ent at programs where she 
works. She is an active mem¬ 
ber of the Yorba Linda Wom¬ 
en’s Club, devotes time to the 
Yorba Linda Concerts in the 
Park and is this year’s assis¬ 
tant music mobile chairman. 1 
bet we’ll see her in this year’s 
Heritage Parade! 

■ 

You’re not going to believe 
this but it’s time for the lunch 
menus. So for the week of 
Sept. 8 (Monday is a holiday, 
what a way to start the school 
year!), through Sept. 11 this is 
what will be served at local el¬ 
ementary schools: 

Tuesday: Bread cheese piz¬ 
za, orange smiles, tossed sal¬ 
ad. white or chocolate milk. 

Wednesday: Jumbo corn 
dog, baked beans, catsup or 
mustard, mixed fruit and milk 

Thursday: “Breakfast for 
lunch” waffle with powdered 
sugar, hot apple slices, twin 
sausage patties, Donald Duck 
1(K) percent fruit punch, milk 
(save me a place in line!) 

P'riday: Chicken nuggets, 
hot vegetable, nut cup, catsup, 
strawberry applesauce, milk. 


sue his dreams. And he did. 

“Go for it ... You have to be will¬ 
ing to accept the sacrifices. You’re 
going to have to be at peace with 
those sacrifices so choose the 
dream carefully,” he said. 

His parents are proud of their 
son’s achievements. 

Reflecting back on all his accom¬ 
plishments Philip Cameron said: 
“Ehh, it’s no big deal ... Actually, 
it’s pretty overwhelming.” 

“He’s just a good kid. He’s very 
giving and I hope he never loses 
that,” Shirley Cameron said. 
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THE IE5T lESAii SHOPS IN THE COUNTIYI 
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Tremendous selection of the 


VERY BEST IN NEARLY NEW 
children's clothing, equipment ftlSiibl 


WE rAY for your children's 

Infant Layette Items^ C Aftff ^oSZ'enfwTOfe 
w Gifts, Ttoys fit Books • * 

^ Call for an appointment TODAYI 

CHILDREN'S ORCHARD® 

EASTLAKE VILLAGE 
20519 E. Yorba Linda Blvd., Yorba Linda 

m (714) 693-2828 H 
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Aug. 28 Aug. 29 


SPORTS: Rams 
wrap it up. 

Undefeated in the 
exhibition season, 
the Rams will go 
to San Diego to try 
to make it 4-0. See complete 
coverage of the game in 
Friday’s Register. 


SHOW: Who’s on 
top on TV? That 
is the question 
this weekend with 
the airing of the 
Emmy Awards on 
Sunday night. Get ready for 
the big event two days in 
advance with Ray Richmond’s 
look at who’s deserving and 
who’s not. Then, with your 
Emmy category list, you can 
check off who you think is 
going to walk away with the 
big awards. 

Boam mo up. Some say 
Trekkie, some say Trekker. 
Either way, there will be thou¬ 
sands of “Star Trek” fans at 
the Anaheim Convention 
Center on Saturday. Mary Jo 
Griffith takes a peek at the 
event, where Capt. Picard, 
Patrick Stewart, is scheduled 
to appear. 

The rool thing. "Storyville,” 
from “Twin Peaks” co-creator 
Mark Frost, and “Honeymoon 
in Vegas,” starring Nicolas 
Cage and Sarah Jessica 
Parker, open in Orange 
County today. Jim Emerson 
cuts through the cinematic 
clutter to see which deserves 
your $6.50. 

First step: Another Orange 
County storefront stage is 
bom as Eastern Boys 
Productions finds its first 
home, in an Orange shopping 
mall, and stages its first show 
Saturday. Tom O’Connor pro¬ 
files director Roosevelt 
Blankenship Jr., who also 
stars in his show. 



SHOW: Last laugh. A comedic dream team 
— including Rodney Dangerfield, Jim Carrey, 
Judy Tenuta and Richard Belzer — will take 
over the Celebrity Theatre in Anaheim on 
Thursday to honor the late Sam Kinison and 
raise funds for his family. Barry Koltnow 
previews the event. 


SPORTS: Buck’s back. After two weeks on 
the road, the Angels return to Anaheim 
Stadium, where Manager Buck Rodgers is 
scheduled to return to the dugout after three 
months recuperating from injuries from a 
team bus accident. Saturday’s Register will 
cover his comeback. 


SUNDAY 

Aug. 30 


TRAVEL: LHarary destinations. Places 
associated with famous writers have long 
tweaked our imaginations. They might be 
places where writers were bom or died, places 
where they wrote masterpieces or just bad 
checks. Visit some of the best-known in Travel. 


ACCENT: Something’s missing. For 25 

years, Dorothy Schlegel worked hard. She 
rose to senior management, worked in 
Europe, and lived a life her mother only 
dreamed about. Now 46, Schlegel has two 
regrets: the son and daughter she never had. 
For Schlegel and others reaching the end of their child¬ 
bearing years, a door long left ajar is closing. 



Ti’TT 
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BUSINESSMONDAY: Hoard but not soon. 

What Alejandro Bertagni and his associates 
sell, you can hear, but can’t see. Sound 
Advance Systems of Santa Ana is revolution¬ 
izing the home-entertainment industry with 
high-fidelity speakers built into walls. 

Your Monoy: With summer nearly over, what to do with 
that winter nest egg? The Register’s panel of bond 
experts offers its quarterly predictions of what income 
investments are best for autumn. 

It’s Your Businoss: Nothing strikes fear in the heart of 
inventors like the word “harmonization” — sounds like a 
barbershop quartet to most of us. But it represents the 
biggest change ever in US patent laws, which the small 
inventor fears will squeeze him or her out of big bucks 
from new products. 


To subscribe, call 972*9880. 
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AROUND TOWN 


Social dance class for 
adults begins Sept. 14 

A social dance class for adults is 
scheduled to begin Monday, Sept 
14 at Backs Community Building, 
201 N. Bradford Ave. The class will 
meet at 7 p.m. and the fee is $28. A 
partner is suggested but not re¬ 
quired. For registration informa¬ 
tion, call Placentia Recreation De¬ 
partment at 993-8232. 

Sierra Vista PTA 
hosts holiday boutique 


The PTA of Sierra Vista Elemen¬ 
tary School in Placentia will hold 
Its annual holiday boutique on Sat¬ 
urday, Oct. 24 at the school, 1811 N. 


Placentia Ave. Local crafters are 
invited to join in and sell their spe¬ 
cialty items. For more informa¬ 
tion, call Kathy McClennen at 996- 
2278 or Diane ,Schilling at 996-2377. 

Library to recognize 
literacy volunteers 


Placentia Library Literacy Ser¬ 
vices will join with literacy pro¬ 
grams throughout the nation on In¬ 
ternational Literacy Day to cele¬ 
brate accomplishments in literacy 
at a program, "Reach for the 
Stars” 7 to 9 p.m. Tuesday at the 
Placentia Library, 411 E. Chap¬ 
man Ave. 

Adult literacy students, volun¬ 
teer tutors and those who support 
literacy efforts will be recognized. 


Placentia Police Chief Manuel Or¬ 
tega will read the winning essays 
written by literacy students in the 
"Reach for the Stars” student es¬ 
say contest. 

Members of the student support 
group will present special awards 
to Rockwell International, Placen¬ 
tia, Placentia Head Start and the 
North Orange County Community 
College District to honor them for 
their support of literacy of during 
the 1991-1992 program year. 

The library’s literacy program 
in cooperatation with the Literacy 
Volunteers of .America, provides 
free individualized instruction to 
adults seeking to improve their ba¬ 
sic literacy skills in the English 
language. It is estimated that there 
are 275,000 to 455,000 adults in Or¬ 
ange County who need instruction. 


TEST: Students score above state average 


FROM A1 

assistant principal, said SAT 
material always has been part of 
the curriculum and teachers struc¬ 
ture their classes to reflect what 
has been on previous SAT exami¬ 


nations. SAT prep classes also are 
offered, Stewart said. 

Stewart also said she receives 


teachers work into their curricu¬ 
lum. 


Showtime in North Orange Coimty 

Stage. Dinner Theater. Concerts. Ballet. Films. 
They’re all listed in our Best Bets entertainment calendar. 


Great Back-to-School bargains! 

K fp NOW OPEN 

CHILDREN’S GENTLY WORN CLOTHING & 
CJ ^ ACCESSORIES • SIZES 0-14 

ALSO: Cribs, Dresses, Strollers, Mattresses, High 
Chairs, Playpens, Changing Tables & More 

25% OFF SELECTED ITEMS 

CONSIGNMENT PA YS YOU MORE! 

1259 E. Imperial Hwy. (g> Rose, Placentia 

(in Chuck E. Cheese/OMV Ctr.) 

NEW FALL HRS.: Mon., Tues., Wed & Fri. 10-5 CTO.fii 
_Thurs. 10-7 »Sat. 10-4_ ^ I 


At Esperanza, the average math 
score rose 9 points while the aver¬ 
age verbal score dropped 8 points 
from 1991. At El Dorado, the aver- 


suggested study material that her age math score is up 1 point from 


1991, while the verbal average fell 
16 points. 


^2'”’ Off 

ANY DRY CLEANING 
ORDER OF'10.00 OR MORE. 

Off 

ANY DRY CLEANING 
ORDER OF'25.00 OR MORE 

With Coupon • Expires 9-30-02 




HOUSEHOLD SPECIAL 

20% Off 


Comforters, Tablecloths 

With Coupon • Expires 9-30-92 


ANY 

GARMENT 

DRY CLEANED 
AND PRESSED 


Except Suede, 
leather A fenelM 

aLnt Pre Paid 


"Pioftssioiul, Qiudity CUmingAtA Dixaar 

VALUE CLEANERS 

Plant on Prcmiio • Same Day Service Available 
• 2 Hi. Sereice Availd)le 

127 E.Y0RBA LINDA BLVD. 
PLACEt^lA (at Kraetnef by Music Plus) 

996- 9912 

\ \ |g|raRfiALBLVD|M| 

\ a \ HOURS: i=TMT=“S 

\ SSs \ M-F7-7 g 9 

\ SATM ^-'t'-S 
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\ INTERNATIONAL 3-ON-3 STREETBALL TOUR 


HUNTINGTON BEACH 
SEPTEMBER 19-20 

The World's Largest 3-C)n-3 Streetball Festival, attracting nearly KXl.OOO 
players and one million spectators In 40 cities across the country, comes to 
Huntingtoa September 19-20. HCXJP-IT-UP™, presented by The Orange 
County Register and The Upper Deck Company™, is for everyone-men, 
women and cbUdren, ages 10 and above. Your team will be placed in a division 
based on age, abiUty, and height to ensure parity. Each team consists of four 
players: three play, with one subsUtute. 

Whether ^ ou are a once-a-year player, "Couch Potato," "Top Gun" or "Older 
Than Dirt," HOOP-IT-UP™ has a division for you! 


HOOPS HOTLINE 714/536-5268 

Pick up an entry form at Converse displays in area 
Foot Locker stores 


PRESENTED BY 


Hegisfitr 


NATIONAL SPONSORS 




LOCAL SPONSORS 




•mar 



gSSrttEZT 


R 

reSSSu 

m 


Tell Mom you're going 
to play in the streets 

But, tell her it's for HOOP-IT-UP, and not to worry. 

Benefiting Orange County Register Charities and HBHS Student Programs. 
HUNTINGTON BEACH HOOP-IT-UP- 

IC m > the registration FORM I Top DM«on CompMNW* 11 I | 

I ORANGE COUNTY, SEPTEMBER 19-20 1 


HUNTINGTON BEACH HOOP-IT-UP- 
( m y the registration FORM Top DM«on CompMNW* I I 

ORANGE COUNTY, SEPTEMBER 19-20 

Two CenItfY C*jb WhooichiN 

TEAM NAME_ 

PtMW type a ivM ip rtcnnMO) <ipn • pon 


Eirpcyw__ Err^Oyet__— - _ _Efvpbytf___(rvplsyoi_ 

Msu* Miam srwtssn Minxn sMSm Miiam sMSm uin 
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OtoFwn^PpRWspfj^anwta [>tp FomU Plai(»>y I ^anava Pla(t>« t i^ananra F 
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Setart Lr*^ Setart Vnty 
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Dtarn aarti aval yiAi hava pAyart 
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An $t0 anry tea mull aeeampany MiM eomplaM tonn to; 

ycu Aagavapon F«ni HOOR-lT UP 

Mifci chadt payaMa to HOOP-TT-UP 103 Pki«c Com! H^ay 

Hunangtan Baadi. CA 92»4t 

Find dfdtteif If Stpt. Y1. 
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MARRIAGES 


Marriage information taken from 
public records. 

i 1 Hammer. Paul Roland, 25, job coach, 
human services, Fullerton, and Edwards. 
Stacy Lynn, 25, parent trainer, human 
services, Placentia Filed: July 28. 
r 1 Alfaro, Ramiro Alvarez, 27, program¬ 
mer, direct marketing company, Placen¬ 
tia. and Weirich. Kelly Lynn, 24. 
instructional assistant, secondary educa¬ 
tion, Placentia. Filed: July 24. 

I I Hanger. Lamar Edwin, 25, carpenter, 
construction, Orange, and Paoletti. Mi¬ 
chelle Mary, 25, student, nursing college, 
Placentia Filed July 24. 

Gomez Francisco Javier, 24, student. 






education/college. Placentia, and Rivera. 
Veronica Mane, 21. student, business/ 
college. Placentia. Filed: June 5. 

[T Kauo, Joseph III. 28, teacher, second¬ 
ary education, Brea, and Santoro. Karen 
Mane, 22, student, child development' 
university, Placentia. Filed: July 14. 
n Burtch, Randy John, 42, manager, re¬ 
tail food, Placentia, and Hayes. RaDonna 
Lynn, 34, radiology technologist, medical, 
Placentia. Filed: May 12. 

I Allen, Gregory Paul, 27, teacher, junior 
high education. Oregon, and Street, 
Stacy Michele, 23, teacher, preschool 
education, Placentia Filed: Aug 4 
( 1 Melbinger, Timothy Gordon, 24, slu- 



Ben*, 
Pharmacy 


WE DELIVER YOUR PRESCRIPTION I 





JUST CALL IN YOUR PRESCRIPTION 


\/ out these outstanding 
values while supply lasts 


#60 #60 j 

Mevacor 20 rag ^93®® Vasotec 10 rag *44951 

Zantac 150 rag ®78®® Tenorrain 50rag ®42®®| 

Procardia XL 30 rag Prozac 20rag ®99®® j 

Not valid w/any other discounts. Elxp. 9-30-92 I 
Must present coupon 


( 714 ) 996-1234 

17484-1/2 Yorba Linda Blvd., Yorba Linda 

In Alpha Beta Shopping Center at Valley View 
• Mrs.: M-F 9-8 • SAT. 10-5 • Closed Sun. 


Placentia-Linda 
Dental Center 


Complete Comprehensive Oral Care 


★ Complete Dental Care for Children, Adults & Seniors 


★ Cosmetic Dentistry 
•k Orthodontics (Braces) 
kGum Treatment 


★ Oral Surgery 

★ Emergency Care 

Call for Appt. 


Justin Chien, D.D.S. 

Chuck Wang, D.D.S. 

Irene Chiang, D.D.S. 

Sang H. Lee, D.D.S., M.S. 

• Members of American Dental Assoc. 

• California Dental Assoc. p 

• USC/UCLA Graduates ; 


993-9183 



Most Insurances 
Accepted 


Provider of p = 
Blue Cross A s 
Blue Shield - ■ 


1440 N. Kraemer, Placentia I 
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dent, university/music, Placentia and 
Gottshall, Jennifer Susan, 23, nursing 
assistant, medical. Garden Grove. Filed: 
July 15. 

n Saouma, Christian Jean-Claude, 30, 
assistant manager, drug store, Garden 
Grove, and Eckenrode. Linda Robin, 24, 
staff aid II, County of Orange, Placentia. 
Filed: July 21. 

i I Goldman. Adam Justin, 21. student of 
business, university, Placentia, and Daw¬ 
son, Brianna Frances, 21, student of hu¬ 
man services, university, Buena Park. 
Filed: July 28. 

— Compiled by Marge Alwardt 




Southern 

California 

Bank 


A 

FINANCIAL 
PARTNER TO 
SOUTHERN 
CALIFORNIA 
SINCE 1964 

MEMBER FDIC 


CALL 

OR STOP BY 
ANY OF OUR 
BRANCHES 

Ana/icim (7I4l 779 I40() 

Bellflou'er I.'IIO) S66 1744 
Brea |714) 

Catalina {iilih .i|n 

City of Industry (MIM) %r)-.i9l I 

Downey 

-•HeadOmce CiHi) 

-^Firestone Office I.IIH) 9'27 il424 
— Imperial Office I.Uoi M(Li 4617 
Huntinyton Beach (714| %.l HSUtT 
La Habra CllOl 694-6;n2 
|7I4I S7(L166I 
Orange (714) 77!-27li0 
Santa Fe Springs (2111) 941-222' 
Signal Hill |.!li)i 426 1 iMl 
I 'ptou n tihittier (21(6 94,') ,1602 
Whittier (210i69m 2521 
Yorha Linda (7Mi .524-200(1 


Ccircien Country (Day ScfiooC 

EstabltsHecl Oi 2 9G6 

Emphasis On the Basics with a Cultural Program 
Development of the Whole ChU J 

ENROLL NOW FOR FALL 1992 

Pre-Kindergarten - Sixth Grade 

A Strong Academic Foundation Stressing Fine Arts &. Social Values 
• Math • Science * Reading . h^aic Appreciation • Etiquette 

• Hiatory • Geography • Composition • Ait Appreciation • French 


E.xtended Day Care available from 7:00 am - 6:00 pm 

(714) 524-1350 

1620 'MoTth 'Plactntia lAvemie, Julknon 92631 
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DO IT RIGHT! 

by opening a checking account with us and 

Earn 


Our 

special rate 
and annual 
percentage 
yield of 


5.00 


on Certificates of Deposits of $2,500.00 
or more for ANY TERM* 


PLUS 


• 200 checks at NO CHAlRGE** 

• NO SERVICE CHARGE for six months 

• NO CHARGE for Safe Deposit Box 

for ONE YEAR*** 

• NO CHARGE for American Express 
Traveler’s Checks 

• .ATM Gold Card you can use in 
thousands of locations 

•24 hr. Customer Information Service 

• 16 offices to give you the kind of personal 
and professional service you deserve 


"'Simple interest is paid on this account. Interest must be paid monthly 
into a Southern California Bank Checking Account. Substantial penalty 
for early withdrawal or closure of the Checking Account prior to the 
maturity of the Certificate of Deposit. """A minuuum opening balance 
of $100.00 is required for a Regular Checking Account. "’•‘Box size 
is 3"x5"x2r (where available). 


This offer is good through September 15,1992 

We want to prove to you how much we value you 
as a customer at Southern California Bank... 
















Alt Placentia News-Times September 3,1992 


M. Loren Hernandez North County News 

DRAWING THE LINE: Maintenance worker Darrell Stoneking of the Placentia Yorba Unified School District applies 
final touches to the El Dorado High School parking lot. Students will return to school on Tuesday 


WILLIAMS: Trustee steps down after 3 terms 


FROM A3 

members must face in the near fu¬ 
ture are boundary changes to ease 
enrollment capacities and increas¬ 
ing education options to compete 
with other districts, especially Ful¬ 
lerton. 

Now that Yorba Linda's students 
attending Fullerton’s Troy High 
School have an option to stay or 
attend a Placentia high school, in¬ 
centives must ensure Placentia’s 
high schools offer the same or bet¬ 
ter classes available at Troy, such 
as the international baccalaureate 
program and Troy’s technology 
classes, she said. 

Magnet schools and year-round 


schools also must be considered, 
Williams said. 

Blaming financial woes on the 
state is not the whole story, Wil¬ 
liams said. District financial offi¬ 
cers and their staff have to do a 
better job of forecasting and moni¬ 
toring expenses. 

One example is the district’s lay¬ 
off-recall policy. In the past two 
years, because of what Williams 
described as inadequate financial 
forecasting, several teachers re¬ 
ceived lay-off notices only to be re¬ 
instated months later. 

"This disrupts their lives and 
badly damages morale,” Williams 
said. 

But it's not the staff alone, Wil¬ 


liams said. 

“The board must oversee expen¬ 
ditures a lot more closely." 

And the board can’t do it alone, 
either. Community involvement, 
attending meetings and comment¬ 
ing on issues provides crucial guid¬ 
ance and feedback that allows 
trustees to make better decisions, 
she said. 

During board meetings, Wil¬ 
liams speaks her mind, sparing not 
the superintendent, staff or fellow 
trustees from her sometimes sharp 
remarks. 

While respecting each board 
member individually, Williams 
said they’re inexperienced and 
need “training in boardmanship” 


Make-A-Wish is a group of people whose 
sole ambition is to grant wishes for children with 
life-threatening diseases. We give these children 
something to smile about. It you, your company, 
or any organization you belong to, would care 
to help, call 714-642-6601. 


RESCUE 
YOUR LEGS. 


Laser and other advanced techniques 
to remove unsightly spider and varicose 
veins can give you back the legs you love. 
It's simple, effective and usually covered 
by insurance. 


VEIN CENTER OF SOUTHERN.CALIFORNIA 

301 West Bastanchury Road. Suite 210 
Fullerton. California 92635 
(714) 525-3600 


At Rainbow Lagoon in 
LONG BRACK 


Labor Day Weekend 

Septembers, 6 and 7,1992 
Saturday through Monday 
Noon to 9 p.m. 


GREEK DANCING, FOOD & FUN!!! 

Major sponsor: Coors Brewing 
Festival produced by: Assumption of the 
Blessed Virgin Mary Greek Orthodox Church 
of Long Beach 

Convention Center Parking 
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^ WITH THE GUARANTEED MORTGAGE 

ThePrudential payment plan, we’ve got you covered 

RAUltl# ^^ '-I* ‘ hhm |',I\ mi iilN pI nj' in ''LOA' m.n lx- imi u il inr up in 12 lu' iiiiliK 

^ p,i\ inciH'. Aiul Si 111 iK'sx'i h.is u ii > p.is h.ick iIk- IxikTiI' si mi rswisx . I ull iIk- iitlisi ikmk-.i si mi Ium niuis- JumiI'! 



NORTH HILLS LOCATION.$2W,000 
Till!, lovely 5RR, 2.51IA home is situiited on 
vievs- lol. Features pix)!, larite heamed eeiliiSH, 
trpl, step-down livini; rm.L.i I lahra 

(714)879-81821 


MODERN & DRAMATIC!.... $339,500 
White shutters, white-washedfliHirs, cathedral 
ceilings,4RR. Accents inch wet har, sec.sys, c/ 
a, 3-car garage,auto sprinklers. Landscaped 
backyard.Yorba Linda.#9416(7l4) 996-54(X) 



DISTRESS SALE - MUST SELL!..$355,000 
Spectacular view home w/upgrades & features 
found in custom homes. Community pool, spa 
•s gated area. This Isasteal! Act now! Anaheim 
Hills Ad »AU2255 (714) 998-7250 


SINGLE LEVEL EXEC. HM....$469,000 
4BR -t- ofTice/den, 2RA, exec home on approx. | 
1/2 acre. Beautifully remodeled throughout, 
French dixirs & windows, spacious mstr suite I 
iSi remixleled kit.Villa Park (714) 997-2410 


Under $200,000 

EXEC. TRI-LEVEL HOME....ORANGE $1,250 P.M. 

2BR (2nd Br is a lott), 1.5BA, trrl. 2-car garage, c/a, cath.ceilings, 
very light St open. Ctnly 7 yrs old, prestigious area!(714) 997-2410 

GOT TO GO CONIX)!....YORBA LINDA $134,800 

Best buy in complex. Very upgraded single story, lower level, 2BR, 
2BA, end unit. New BA tile, trpl in living rm, great liKiition, walk to 
piK)l.Ad*9451 (714) 996-5400 

C0NDOMANIA1....ORANGE $139,000 

Lovely, newer, condominiums fk townhomes located in the fixithills 
ot Orange in the popular community of "Villerhanne”. The.se 2 & 
3BR homes range from over 1000 toalmost 16(X).sq ft, each w/it'sown 
garage & inside laundry. Lovely restort like, pool complex. Priced 
from $139,aX) - $225,aX). Call for details. (714) 997-2410 

FANTASTIC LCX:AT10N!....ANAHE1M HILLS $154,900 

Close to trwys, shopping 4k scIukiIs. This 2BR, 1 .5BA condo has new 
paint, new carpet, etc., etc. Plus a 2-car garage, sparkling clean 4k 
ready tor you! Ad *9452 (714) 996-5400 

WHY PAY rent;??....ANAHEIM $157,900 

Newer 2BR condo! Great convenient location, 2-car att.garage, 
living rm, trpl. .Aftordahle 4k freshly painted. Hurry!! Ad » AIJ2268 

(714) 998-7250 

BRICK PATIO - PERFECT FOR....LA HABRA $ 190,000 

Entertainingor relaxing, flowers g.ilore invite you to a garden .set ting. 
3RR. 2B.A, Gables unit w/dining 4k laundry rms. 2-car gar.ige, 
•ipprox. 1600 + si| ft. .Ad “ AU2265 (714) 998-7250 

$200.000 > $299.999 

AFFORDABLE....EAST RJLLERTON $204,900 

Freshly p.iinled 4k cle.ined. First lime hiiyers or relirec"-. W.ilk to 
shopping 4k schools, Irwy close. IBR, 1.5B.A, g.ireho w/BBQ washer 
4k dryer incl. (714) 879-8182 

BUY TODAY - PROFIT TOMORROW....ANAHE1M HILLS 
$217,700 

Lovely tBR condo w/viewot city lights 4k golf course. Priv.ite cul-de- 
sac localion. (.Inly 6 yrs old 4k re.idy lo move in. .Ad » .AU2261 

(714) 998-7250 

GREAT NEIGHB0RH(X)D....ANAHF;IM HILLS $219,900 

Perteci tor ,i sl.irier!! IBR, 2B.A, larger single story detached home. 
Low traffic area on cul-de-sac street. CTwners motivated, call now!! 
,Ad»A(J2270 (714) 998-7250 

3 BR, 2 BA FAMILY HOME....COSTA MESA $229,500 

IBR, 2BA, family home in College Park. Walking distance to elem 
schiKil. Brick trpl in spacious living rm, sep. dining rm, cobblestone 
planters in backyard w/friiil trees. Seller has purchased another 

home. (714) 838-5801 

THIS ONE HAS IT ALL1....ANAHE1M HILLS $229,900 

What a lieaiity. Totally new thru-out, kit w/oak 4k glass cabinets, 
ceramic tile tlinirs, French dixirs, family rm iSi dining rm. 2 walk-in 
closets in mstr. Yard w/incredible piHil 4k built-in BBQ. 

(714) 996-5400 

LIGHT, BRIGHT 4k LIKE NEW....ORANGE $2 32,500 

3BR/2BA in great neighborhiHKl. New carpet, tile, vinyl, window 
treatments, rixif, paint 4k landscaping. (714) 997-2410 

SO MUCH FOR SO LITTLE....PLACENT1A $242,500 

This 16 yr old property is lucked away on a small cul-de-sac w/4BR. 
PiKil, spa, RV parking. Light, open fliMir plan, formal dining rm & 
family rm. Shows well. Ad * 945 3 (714) 996-5400 

LOCATION AND CONpiTION....FULLERTON $247,500 

3Br, 1.75BA home in E.Fullerton. Central air, copper plumbing, 
Slone trpl in living rm, formal dining area w/French elixirs. Solarium, 
private rear yard, eating nixik in kitchen. (714) 879-8182 



Enter our drawing for a $500 
Fall Shopping Spree at your local Mall! 

Just in time for back'to-school shopping! 

Call the office nearest you 
for an entry form! 

Drawing to br hrU Srptembrr 21, 1992 at 10 a.m. 

Winner need nut be present 

GOLF COURSE VIEW....ANAHEIM HILLS $252,500 

.A view ot forever can be enjoyed from both levels of this )BR, 2.5RA 
condo. Perfect tor the executive who appreciates elegance 4k cla.ss. 

Ad«AU2267 (714) 998-7250 

NOTHING TO DO!....YORBA LINDA $256,000 

Jint move in 4k enjoy the oiitst.Hiding amenities 4k the view. 
Excellent localion next to greenhell. 1 lurry! *9458(714) 996-5400 

GREAT FAMILY HOME....LA HABRA $264,000 

Super spacious home. 5RR, 2.5BA, large family rm. L!o:y den, great 
living nil w/frpl. Excelleni schools, shopping, cul-de-sac. OWC 2nd 
TD. (714)879-8182 

AFFORDABLE CUSTOM!....FTJLLERTON $265,000 

Custom home in unk|ue area of Fullerton, 3BR, I.75BA, lots ot 
m.ide-to-orderle,itures. Circular drive, beamed ceilings, etc. Near all 
schools. (714) 879-8182 

VALUE WITH A POOL....ANAHEIM HILLS $269,000 

Motivated seller has put a low price on this approx. 2C'00 ,sq ft 4BR 
home. Quiet cul-de-sac location, high in the lulls w7a.s,soc. tennis. Ad 

*AU2266 (714) 998-7250 

HONEY, STOP THE CAR1....YORBA LINDA $279,000 

You won't want to miss seeing this single story, 3RR Travis home w/ 
view. RV, large yard, delightfully quiet neighborhixxl. Just 8 yrs 
young. Ad *890 3 (714) 996- 54LX' 

TALL TREES, SMOOTH LAWNS....LA HABRA $285,000 

Great upgraded single level No.Hills home. 3RR, 2.5RA, family rm, 
decorated in neutral colors. (Covered patio w/BBQ.(714) 879-8182 


Wm 


Get to Know 
The Prudential Advantag ed 



Ptease jotn us to discuss 

"The Opportunity For Success 
In Today’s Real Estate Market " 

TUcsdai/, September 15. 1992, 7:15 p.rrt 
Ttie Prudential California Realty's Fullerton Office 
100 W. Valencia Mesa Drive 
Please call Vtckl Demre for reservations, 
(7141861-9835. ext. 65. 

ara,L,k;,,jTuiu 


$300.000 > $399.999 

RARE SINGLE STORYB....YORBA LINDA $319,900 

Fahuloics sun coimtry home, spotless thru-out. Open plan w/vaulted 
ceilings, custom decor,. Large yard, lush landscape w7ri,Kk waterfall, 
pond 4k spa. Won’t last. Ad *9445 (714) 996-5400 

TREAT YOURSELF AND FAMILY....ORANGE $325,000 

3BR pool hm in Meredith Acres. Tri-level, large fam rm, pixal &. spa 
4k nicely landscaped. Villa Park schixils. »jul2208(7l4) 998-7250 

IDEAL LOCATION!....NORTH TUSTIN $325,000 

At the end of a private cds in the hills. Impressive floral courtyard 
entry. Spacious updated fam.kit w/bleached oak cabs & ceramic tile 
counters.Sep. main fir BR & BA. Tasteful decor. (714) 997-2410 

JUST LISTED....YORBA LINDA $325,000 

Perfect, 4BR, 2.75BA in mint condition. Cathedral ceilings + main 
fir BR. Immaculate, low maint. yatd w/spa. Iul2253(714) 998-7250 

CITY LIGHTS \aEW....FULLERTON $349,500 

Single sty, upgraded 3BR hm w/nano view.Cust.skylights, parquet 
floors, 2 patio's. Fam rm has wet bar. Mu.st see. (714) 879-8182 

ELEGANCE AT A BARGAIN!....FULLERTON $359,000 

4RR, 2.75BA, detached patio home. $40,0(X) under market! New 
carpet, paint, c/a, frpl, main fir BR w/BA, Beauty, secluded. Comm, 
pool, spa. (714) 879-8182 

WALK TO SCHOOL THIS FALL....R)LLERTON $365,000 

4BR, 2BA, large family rm, 2 frpl’s, formal dining rm. 3-car garage, 
designed for max family living St entertaining See this Fullerton 
Creek beauty tixJay! (714) 879-8182 

A PLACE FOR EVERYTHING....YORBA LINDA $369,000 

Large RV w/all hixik-ups. 4BR, 3BA, view, cul-de-sac. Handymans 
dream, loads of built-ins 4k upgrades. 3-car garage, a/c, family rm w/ 
fr(il, dining rm. A1V9457 (7I4) 996-5400 

STONEGATE DELIGHT....ANAHEIM HILLS $371,900 

Delightful hm w/comfort St stylo. Large living rm, family rm 4k nvstr 
BR's. Dual a/c units, aftordahle comfort.* .AU2269(7I4) 998-7250 

SEE FOREVER....FULLERTON $379,000 

l.iveon topof thehill in Sunny Hills. 3BR, 2B.A, move-in condition. 
Family rm, large mstr BR, 3-cargarage. Next to park w/fantastic view. 
Rest Sunny Hills Schixils. (714) 879-8182 

QUALITY MEREDITH HOME....ORANGE $384,900 

Lovely tri-level home w74BR. Sparkling pixil 4k lush landscaping in 
prestigious neighborhixxl. Located in Villa Park district. Lease 
option $2,000 pm. Ad »AP2172 (714) 998-7250 

DARE TO COMPARE....ORANGE $ 389,000 

Coqxirate Owned. Popular neighborhixxl. 4 extra large BR’s, 3BA, 
family rm, formal dining. Spa, Koi pond. Thousands below the 
competition. (714) 997-2410 


$400.000 + 


MILLION $$ LOCAT10N....V1LLA PARK $425,000 

Fantastic opportunity for building site in million-dollar area of Villa 
Park w/viewof hills. Live in cute 3RR, 2BA house on lot tir tear down 
4k build your dream home. (714) 997-2410 

SUNNY KILLS JEWEL....FULLERTON $465,000 

Lovely 3RR, 1.75BA home in pretigious lix'ationon large comer lot. 
Family rm has hardwixxj fir, wet bar & French dixirs. Cu-stom 
upgrades, excellent schixils. (714) 879-8182 

MODEL PERFECT FAMILY HOME....BREA $465,000 

Exquisite 4BR home w/new carpet, tile, French dexirs, appl. & much 
more. Lik. in best area w/top schools. Large backyard w/extra large 
pixil. A must see! Ad *9461 (714) 996-5400 

FOREVER VIEWB....ORANGE PARK ACRES $649,000 

Build your custom home on approx. 2.78 acres in prestigious (Trange 
P.irk Acres. 360 degree view!_(714) 997-2410 


ANAHEIM HILLS 
(714)998 7250 


FULLERTON 
(714)879-8182 


ORANGE 
(714)997-2410 


YORBA LINDA 













































AM Placentia News-Times SapiMiibar 3,1M2 


health, fitness and beauty 


Pumping new life into his field 

Fullerton surgeon ^ 
helped pioneer 

improvements % 

in pacemakers 


Women 60 and older who 
have reached the "age of ele 
gance" are invited to take the 
beauty spotlight for the prelim¬ 
inaries of the 1W3 FHP Health 
Care M<. Senior America of 
California Pageant 

Participants will model eve¬ 
ning gowns, share their philos¬ 
ophy of life and showcase their 
personal talents at an Orange 
County Long Beach prelimi¬ 
nary pageant Jan 2-1 at Lei¬ 
sure World. Laguna Hills. 

Contests must live in Califor¬ 
nia, be United States citizens 
and be at least 60 years of age. 
For information, call Elda 
Barry, pageant director, at 
(310) 592-2137. 


By Barbara Giasone 
North County News 


P lans to watch his grand¬ 
son's baseball game were 
thrown a curve when Olen 
Conradi’s pacemaker faltered as 
he drove the freeway. Nauseated 
and dizzy, he stopped at a road¬ 
side market where his wife, Nan¬ 
cy. dashed inside to call para¬ 
medics. 

Within hours, the patient was 
shuttled by ambulance from a 
San Diego hospital to St. Jude 
Medical Center in Fullerton 
where Dr. Paul Ovando jump- 
started Conradi's life for the 
fourth time since 1977. 

The Conradis have learned to 
cope with tension-ridden tuneups 
"How can you complain when 
things like this happen?” ques¬ 
tions Nancy Conradi. "My gosh, 
he's alive." 

Ovando would be the first to 
agree. Since installing the first 
pacemaker in Orange County in 
1964, when only 200 had been 
hixiked up around the nation, Ful¬ 
lerton's thoracic surgeon has 
watched the metamorphosis of a 
medical miracle that has granted 
millions a new lease on life. 

In 1989, according to the Ameri¬ 
can Heart Association. 3.5 million 
people were treated for heart 
rhythm problems, and 275,000 
pacemakers were installed in 
America alone. 

Dr Albert Hyman is credited 
as the first physician to build the 
unit in the early 19,30s when it 
was operated by a phonograph 
player motor and weighed 15 
pounds. The patient's heart was 
connected to the pacemaker by a 
needle electrode that transversed 
the chest wall and entered the 
heart muscle. 

At that time, the clergy and 
press opposed the procedure, cit¬ 
ing interference with divine prov¬ 
idence. 

Most surgeons, inicuding 
Ovando, credit Dr. William Char- 
dack's pacemaker of the early 
1960s with laying the groundwork 
for today's models. The Fullerton 
surgeon, who redesigned the first 
baby open heart machine while 
interning at the University of 
Michigan and conducted the first 
open heart surgery at St. Jude, 
contacted Chardack for medical 
advice. 


Aging update 


Key findings from federally 
funded research studies are 
available to the public in the 
1992 Progress Report on Alz¬ 
heimer’s Disease, according to 
the National Institute on Ag¬ 
ing 

Among the more significant 
discoveries are the identifica¬ 
tion of a specific gene muta¬ 
tion that may be responsible 
for nerve cell death; studies in 
live animals that demonstrate 
the accumulation of beta-amy¬ 
loid. a common brain protein 
that causes nerve damage 
characteristic of Alzheimer’s 
disease; and the correlation 
between the loss of the ability 
to transmit messages between 
nerve cells and the decline in 
ability to think clearly. 

To receive a copy of the re¬ 
port. call toll-free l-8(X)-4.38- 
4380. 


M. Loren Hernandez North County News 

Fullerton resident Glen Conradi, who has had a pacemaker since 1977, displays the latest model as Orange 
County pioneer pacemaker surgeon Dr. Paul Ovando looks on. 


The term artificial pacemaker 
is applied to an electrical device 
that can substitute for a defective 
natural pacemaker or conduction 
pathway. This controls the 
heart’s beating by emitting a se¬ 
ries of rhythmic electrical dis¬ 
charges. 

La Habra resident Leon Swin- 
dall received his pacemaker eight 
years ago after lung surgery 
pulled on his heart. The retired 
GAF dye mixer said his strenu¬ 
ous activity has been limited, but 
he doesn't miss a beat playing 
with his grandchildren. 

Modern pacemakers, once 
geared to last two years before a 
replacement, now la.st as much 
as 10. Batteries can be checked 
through computers, a far easier 
task that in the old days when 
transistor radios tested the pace¬ 
maker's click. 

Ovando, who most recently 
turned his attentions toward the 
first Candela Laser program in 
north Orange County that will re¬ 
move port wine stains (birth¬ 
marks), says most of the pace¬ 
maker surgery today is handled 
by cardiologists. 

"But I still make house calls," 
he says. "My only fee is a cup of 
coffee and a doughnut." 


The government stepped in with 
quality control." 

Ovando and his assistant Chris 
Soden easily recall an early pa¬ 
tient's son who was an aerospace 
executive. “We showed him the 
prototype of a transvenous pace¬ 
maker where the wire goes di¬ 
rectly into the heart. We told him 
to invest, it would be a big seller. 
Instead, the man asked for a fea¬ 
sibility study. Meanwhile, the de¬ 
vice was approved and spawned 
a $10 billion industry." 

Technical advances have 
soared through the years. Ovando 
remembers the early days when 
some of his patients would walk 
through the Sears television de¬ 
partment, unknowingly changing 
all the channels through the pace¬ 
maker electrodes. Once told to 
avoid microwave ovens, wearers 
now can "crawl into one and not 
be affected” 

To understand the pacemaker 
process, patients are told the nat¬ 
ural pacemaker of the heart is 
called the sinus node, a small 
mass of specialized cells in the 
top right atrium of the heart. The 
node produces electrical impulses 
that travel down to eventually 
reach the ventricular muscle, 
causing the heart to contract. 


On Jan. 15, 1964, Ovando, with 
the help of Drs. Maurice Mulville 
and John Salyer, connected elec¬ 
trodes to the heart of Ina Marie 
Smith, the 77-year-old wife of a 
local banker. The new-fangled de¬ 
vice cost $.500. 

Ovando says funds for some of 
the early-day patients were sup¬ 
plied by local service organiza¬ 
tions after he explained the im¬ 
mediate needs. "The community 
was extremely generous with the 
new project. 

"Nowadays, we stockpile those 
pacemakers like fixid on the 
.shelf," Ovando says, "But back 
then, we had to rush to the air¬ 
port where they were flown in. I 
was in constant communication 
with Dr. Chardack when prob¬ 
lems arose, but we never lost a 
patient." 

Fishing through a box of pace¬ 
makers used in the past 28 years. 
Ovando compares the first yo-yo- 
size unit with today’s lithium bat¬ 
tery model that weighs one-eighth 
of the original. The cost, Ovando 
points out, has soared to $6,(K)0. 

"However, the cost for surgery 
has decreased,” he adds. "In the 
beginning some doctors were 
abusing their profession by 
changing 1,000 batteries per year. 


Healthy heart 


Two-time Nobel laureate 
Professor Linus Pauling re¬ 
cently discussed his latest 
findings in heart disease re¬ 
search, which links the bene¬ 
fits of vitamin C to a signifi¬ 
cant reduction of heart dis¬ 
ease. 

Pauling described heart dis¬ 
ease as an epidemic disease 
caused by an insufficient in¬ 
take of vitamin C that leads to 
the destablization of the walls 
of the blood vessels. 

Pauling noted that m a re¬ 
cent study of more than 11,000 
Americans, it was found that 
moderate supplementation of 
vitamin C cut the incidence of 
heart disease almost in half. 
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Women sought for drug study 


Sheila Ponzio M.D. 


"Osteoporosis, which literally 
means ‘porous bone,’ is a disease 
which primarily affects post¬ 
menopausal women", says Robin 
K. Dore, M.D., an Anaheim rheu¬ 
matologist who specializes in the 
treatment of arthritis and other 
rheumatologic diseases. 

“Because of the aging of our pop¬ 
ulation, and because increased at¬ 
tention is being paid to medical 
problems affecting women, more 
and more attention is being paid to 
diseases like osteoporosis.” 

Osteoporosis involves excessive 
bone loss, poor bone quality and an 
increase in the risk of fractures. 
According to the National Osteopo¬ 
rosis Foundation, the disease af¬ 
fects 25 million Americans and is 


responsible for more than 1.3 mil¬ 
lion fractures of hip, spine, wrist 
and other bones each year. 

Dore participates as an investi¬ 
gator in clinical drug studies which 
evaluate investigational drugs — 
drugs which are not approved by 
the U.S. Food and Drug Adminis¬ 
tration. 

Dore is currently seeking 
healthy postmenopausal women 
aged 45-60 to participate in such a 
drug study. The short term study 
(about 10 weeks) will begin in Sep¬ 
tember. Women who have taken 
estrogen within three months prior 
to the study and women who have 
had a hysterectomy are not eligi¬ 
ble to participate. Women must be 
within six months and six years 
postmenopausal. 


This study will evaluate the ef¬ 
fects of an investigational drug, as 
compared with estrogen, on bone 
stability, bone metabolism and 
cholesterol, as well as on the uter¬ 
us. 

Eligible women who participate 
in the study may receive without 
charge a screening mammogram 
and chest x-ray (which will be tak¬ 
en at Anaheim Memorial Hospital) 
as well as an electrocardiograph. 
A physical exam will also be pro¬ 
vided without charge to the partici¬ 
pants, as will certain laboratory 
tests and other procedures. 

Women who might be interested 
in participation in such a drug 
study should call Dore’s office at 
(714) 520-0856 and ask to speak with 
the drug study coordinator. 


School Physicals 

yH^wIncludes: 

• Urinalysis 

• Blood Count 

• Audiogram 

[JPHTP • T.B. Test 
^ uhiLk • Vision Screen 


Call for Appointment 

(714) 524-6977 


Expires 12/1/92 




Treatment of Parkinson’s improving 


By Lester L. Coleman, M.D. 

King Features Sydicate 

Q. My father is 69 years old. He 
has been in poor health for the last 
two years. Now it has been estab¬ 
lished that he has Parkinson’s dis¬ 
ease. I am trying desperately hard 
to find out if there are any treat¬ 
ments that 1 might send him for 
encouragement. I teach school in a 
city far removed from where he is 
and feel that 1 would like to make 
some contribution to his problem, 

A. For you and the rest of my 
readers 1 want to describe Parkin¬ 
son’s disease. Sometimes referred 
to as paralysis agitans, it is a com¬ 
plex progressive neurological dis¬ 
order. It is readily recognized by 
tremors of the hands and a charac¬ 
teristic fixed facial expression 
where the muscles of the face seem 
to be smooth. Patients do not blink 
readily as they normally would. 

The condition occurs mostly dur¬ 
ing the middle age. It is slowly pro¬ 
gressive and sometimes may go on 


YOUR HEALTH 

for years before causing incapaci¬ 
tation. 

One of the great contributions to 
patients with Parkinson’s disease 
was the creation of a substance 
known as L-dopa (levodopa). To¬ 
day it is often given in conjunction 
with another drug, carbidopa. This 
combination, when used to treat 


this complex disease, has been re¬ 
markably effective. 

It is understandable that your 
anxiety about your father is great, 
especially since you are so far 
away from him. Yet you can be 
certain that the drugs now avail¬ 
able are known to his doctors even 
in a small community. You can be 
certain, too, that when new drugs 
become available, his doctors will 
know about them as quickly as 
physicians in large cities. 


^i/t Certificate 


RICCA DONNA SALON 671-0555 

$15^® OFF ^7^® OFF 


II«iiOjtung& Style •Penmnenu Manicuies, Pedicures newc^uents 

Creative Hiir Colonng Makeup Application 

European Skin Care & Body Massage Waxing 

Full Set Sculptured Nails 405 S. State Cotleoe #101 

AciyFrs Fiberglass 0«»r good wSd. Eap. i(V 3«2 Brea. CA 92621 i 


BACK TO SCHOOL SPECIAL 


For Students, Teachers and Mothers 


computer 

Imaging with Hair Cut 


REG. $78.00 


A Salon and an Image Consulting Firm 

Metiavin's, a unique concept in personal image shopping. Using a sophisticated 
compulcrized design system, you can sec an image change in seconds. A full color 
photograph lets you share your new image with family and friends. 

Personalized Consulting In: 

Color Analysis for Make-up, Hair, Wardrobe • Hair Designs • Hair Color 
Weight Management • Make-up Instructions • Personal Shopping 


“I Love 
My New 
Image!” 

McGavin’s 
Image Consulting 

996-7205 

Call For Aii Appointment 


901 E. Yorba Linda Blvd. #C 
Placentia, CA 92670 


mw HEAR THIS 


Remarkable hearing aids that people hardly notice 
...and neither does your wallet. 


You don’t have 
to be left out of B" 
the conversation L 
anymore. This I 
tiny, in-the-ear 
Instrument may ' 
help you hear 
what you’ve 
been missing. | 
Now you can’t “ 
afford not to hear. 


Mce Includes: 

• Huilng Tett 

• 30 Day Honey Beck 
Gueranlee 

• 1 Year Paiu & Labor 


UP TO 40 db 


SPECIAL PRICE VALID WITH AD UNTIL AUGUST 31 


IN-HOME/IN-OFFICE TESTING AND FINANCING AVAILABLE 


DESIGN EAR HEARING AID CENTER 
633 S. BREA BLVD., SUITE 106 • BREA 
800-750-1084 714-255-1084 

IT DESHSf^ £A/t HEARING AID CENTER 1991 


SEKVICES 


SEPTEMBER 

1992 

CALENDAR 


Placentia 

Linda 

Hospital 

A National Medical 
Enterprises Health 
Care Fadlily 

1301 ROSE 

DRIVE, 

PLACENTIA 


Physician Referral Service 
1(800)955-7715 


FREE BLOOD PRESSURE 
SCREENING 
MON.-FRI. 9 AM • 


Obstetric 8c Pediatric Related 
CaU: 524-4898 
Sept Brtaa^fttding CIom 

3 7:OOpTn'9:00;wn 

Sept. Postpartum Support Group 

8.15, 10am to Noon 


Sept. SCbfing Class Ages 3>G 

5 9:00 am-10:30am 

Ages 6 & up 10:30am-Noon 

Sept Maternity Tea 

10. 24 Enjoy a tour of the hosplUl & 
participate In a Q & A session 
conducted by a Labor & Delivery 
nurse. 7pm-9pm 

SepL tr\fant CPF 

21, 28 7pm - 9 pm 

Or^olng Mass. 6 week childbirth 

ciasses classes, Tues.. Wed., Thurs. or 

Sat. Bradley, 8-week childbirth 
classes. Please call for dates and 
OiTies. 

Additional Services: 

Sept. Sdtnior CitUenM Biiffet 

16 4:15pm-5;45pm. No 

reservaUons required: $3.25 

SepL Community CPR 

12 For reservations Call: 524-4833 

Sept XHabstas Support Group 

15 6pm • 8:30 pm 

Sept Bereavement Support Group 

9 16 For mothers who nave recently 
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Fatigue syndrome is a disease 


but that is not a lasting situation. 

It is agreed at this point that it is 
probably caused by one or more 
viruses and that in turn does some¬ 
thing to the immune system to 
cause it to produce chemicals that 
result in an array of symptoms as 
you describe. It is a real disease, 
not just a psychological reaction. 
However, 1 doubt your continuing 
to run added to your problem, 

I have included a short summary 
of current thinking about chronic- 
fatigue syndrome in Special Issue 
37-12-WS, Don’t Ignore Fatigue, 
and am sending you a free copy. 
Others who want this special issue 
can send $3 with a long, stamped 
(52 cents), self-addressed envelope 
for It to The Health Letter 37-12- 
WS, P.O. Box 5557, Riverton, N.J., 
08077. Don't give up hope. Now that 
it looks like medical science is nar¬ 
rowing in on the cause of the di.s- 
ease, that significantly increases 
the likelihood that a cure will be 
found. 


By Of. Lawrence E. Lamb 

King Features Syndicate 


ASK DR. LAMB 


you're overweight 


■ T* and starting to 
I I believe you're 

doomed to stay that way . Don't give upl / 
the diets you've over tried bolore tailed 
because the diet was working against you 
not because you didn't want to losel 


Dear Or. Lamb: I have recently 
been diagnosed as havtng the Ep- 
stein-Barr virus, chronic fatigue 
syndrome. My titer is extremly 
high. I have been afflicted with this 
syndrome for three years and have 
suffered intense physical pain and 
extreme fatigue as well as emo¬ 
tional disturbances. I was happy to 
receive this diagnosis as opposed 
to other horrible diseases which I 
suspected. 

Prior to this condition, I was a 
fairly good athlete and enjoyed 
running. I continued to run when¬ 
ever possible throughout this ill¬ 
ness. 1 finally reached a point of 
not being able to run at all, and it 
was an achievement just to make it 
/ through each working day. Is it 
possible 1 prolonged my illness by 
continuing to run ? 

I am taking megadoses of vita¬ 


mins, royal jelly, B-12 shots and 
gamma globulin shots. More than 
anything in the world. 1 want to be 
well again, but the medical profes¬ 
sional can give me no guarantees. 
Do you expect a cure in the near 
future? 1 do not understand why 
this disease is called chronic fa¬ 
tigue syndrome. It is a misnomer 
as it suggests simple chronic fa¬ 
tigue. It is a horrible, painful, con¬ 
fusing, devastating, and lasting 
condition that has altered my life¬ 
style completely. 

Dear Reader: By now you have 
probably read that the chronic fa¬ 
tigue syndrome is not caused by 
chronic infection with the Epstein- 
Barr virus, despite the many earli¬ 
er articles in the medical journals 
that presented that view. Acute in¬ 
fectious mononucleosis from the 
virus can cause temporary fatigue. 


The new One Day Diet is the most powerful concept 
in dieting ihal's sure to be your last! 

Ask for Robyn 'ZTT-LOSE 


Why are you paying more?? 
Guaranteed lowest prices in town 
AT HTAVQ during Septemfjer, save even more!! 

^ Look at these unbelievable prices: 

Feline Maint./Malnt. Light 
201b. *21.99 

101b. *10.99 

Case 15 oz. Cans *22.99 
Case 5 oz. Cans *12.29 

Canine Maintenance/Light Canine Growth 

401b. *24.99 40 1b. *30.9£ 

201b. *15.99 201b. *18.9£ 

Case Cans *18.99 _ Case Cans *22.9i 

■VIP CLUB MEMBERS SAVE EVEN MORE!!" 

— —VALUABLE!— 

2Q% COUPON 

U Bring in this Coupon & Receive 

K 20% off 

OFFER GOOD ON ALL NON-SALE ITEMS 

!^o% 

( 714 ) 993-0525 
BARNEY'S PET |XENTER 

3212 Yorba Ltnda Blvd., Fullerton (In Crossroads center. Next to Mervyn's) 


Lack of magnesium is dangerous 


Finally, the June 15 issue of Pa¬ 
tient Care says people with all 
types of skin, and of every racial 
background, may develop derma¬ 
titis affecting the eyelids, ears, 
lips, hairline or neck caused by a 
cosmetic, often a perfume or pre¬ 
servative. The condition is more 
The July, 1992 issue of Contem- likely when the weather is humid 
porary Pediatrics, reports that al- (outside) and hot and dry indoors, 
though some 600 children and teen¬ 
agers die from bicycle injuries ■ 

each year, and another 400,000 are Note to parents: Your child will 
taken to emergency rooms follow- not be permitted to attend school 
ing bicycle-related accidents, the this September unless he or she has 
use of helmets has significantly re- had all the necessary vaccinations, 

duced the number of head injuries Check with your doctor or health 

and deaths. care facility. 


By Judith Sheldon 
King Features Syndicate 


HEALTHS 

NUTRITION 


What the experts are saying: RN 
Magazine, July 1992 issue, warns 
that a lack of magnesium in the 
diet can damage the heart, brain, 
and muscles. However, many hos¬ 
pitals don’t test for it in routine 
patient screening 
At high risk are heart patients on 
drug therapy, alcoholics, and dia¬ 
betics. Those who are mildly defi¬ 
cient in magnesium, the magazine 
states, should eat green, leafy veg¬ 
etables, legumes, nuts, whole 
wheal bread and brown rice. 


ono/ 


a tew years as a cosmetic treat 
ment for sun-damaged skin. 


EXPIRES 10-31-92 


The May 30,1992 issue of Patient 
Care Magazine reports on a new 
vitamin C skin cream, currently 
waiting for FDA approval, that is 
expected to be used against ultra¬ 
violet A and B radiation. The 
cream seeps into the skin and can’t 
be washed or rubbed off by water, 
exercise, clothing or makeup. 

In the same issue, it was report¬ 
ed that while Retin-A has been pro¬ 
moted as a "wrinkle" remover in 
the lay media, the fact is, the FDA 
has approved it only as a topical 
treatment for acne. However, an 
FDA committee has recommended 
approval of a reformulated version 
of Retin-A that may be available in 


For 

Local Bargains 
Check Out 
Our 

North County 
Classified Section 


Serving Yorba Linda, Brea, 
Placentia, Anaheim Hills, 
Fullerton, Orange, Anaheim, 
La Habra 


American Heart 
Association 
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Stepping Out 




HOT TICKET 


Big-name comedians 
tribute late Kinison 

In life, Sam Kinison's col¬ 
leagues either loved or hated 
the screaming comedian. But 
since passing away in a car 
crash six months ago, Kinison 
has received only warm salu¬ 
tations. 

Friends and cohorts Robin 
Williams, Rodney Dangerfield, 
Richard Belzer, Judy Tenuta 
and others pay tribute to Kini¬ 
son with a special show tonight 
at 8, at Anaheim’s Celebrity 
Theater, 210 E. Broadway 
Blvd. 

Seating is limited and going 
fast. For information, call 535- 
2000 . 

Better think twice: 
Holidays are coming 

The Yule season comes ear¬ 
ly to Fullerton this year as 
“Christmas in August” debuts 
Saturday at the Blue Frog, 129 
N. Euclid St. 

The exhibition, which runs 
through Sept. 25, offers a 
sneak preview of handcrafted 
Christmas items and collect¬ 
ibles. A special artist’s demon¬ 
stration takes place Saturday 
starting at 11:30 a.m. 

F’or more information, call 

870- 9424. 

Exhibitors gobble up 
club craft fair spaces 

Spaces are going fast for the 
eighth annual craft fair, spon¬ 
sored by the Fullerton Lions 
Club. This year’s fair will be 
held on Saturday, Oct. 3, at 
Troy High School, 2200 E. 
Dorothy Lane. 

Last year the one-day event 
attracted more than 2,000 visi¬ 
tors and raised almost $9,(X)0 
for the Lions Club's sight and 
hearing programs. 

For more information, call 

871- 0900. 

Disney freaks gather 
in collector’s festival 


Collectors will join the curi¬ 
ous in Anaheim next week at 
the 10th National Disneyana 
Collector’s Convention, run¬ 
ning from Sept. 9-13 at the Dis¬ 
neyland Hotel, 11.50 W. Cerritos 
Ave., Anaheim. 

Cartoons, sales and auctions 
highlight the Mouse Club-spon¬ 
sored event, which is expected 
to set attendance records this 
year. 

k^or more information, call 
the Disneyland Hotel at 778- 
6600 or the Mouse Club at (408) 
377-2590. 


Members of the 
Christian rock band 
Uthanda, aiready in a 
constant battle 
against stereotypes, 
are questioning the 
group’s direction. 

The band, comprised 
of north Orange 
County musicians, 
plays Gazzari’s on 
the Sunset Strip iater 
this month. 


Band battles an image 


Christian group UthaniJa is 
struggling with its identity 


Mika Pilgrim/North County News 

Uthanda lead guitarist Bret Pemeiton, a Fullerton resident, said life is 
challenging for a Christian rock band. 


By Tim Dermody 

Features editor 

C ontrary to their reputa¬ 
tion, many rock stars do 
struggle: 

Struggle over which models to 
date and what parties to attend. 
Struggle to rise before noon. 
Struggle to remember phone 
numbers of lawyers, PR firms 
and rehab centers. 

But the members of the rock 
quartet Uthanda encounter more 
basic demons. 

They fight for acceptance in an 
industry that pretends they don’t 
exist. They scrap to be heard. 
They spar with everyday tempta¬ 
tions. 

And they wage everyday per¬ 
sonal battles over whether to be a 
Christian rock band or simply 
Christians in a rock band. 

"Being a Christian is very im¬ 
portant to me, but Fve seen other 
bands successfully separate their 
music from their beliefs,” Uth¬ 
anda bassist Bob Wohler said re¬ 
cently. 

“Now we’re kind of evaluating 


if we want to be a Christian band 
or just share what we believe 
without saying it in the music.” 

Formed in 1986, Uthanda is 
comprised of Fullerton’s Wohlers 
and lead guitarist Bret Pemeiton, 
lead vocalist Robert Bee.son of 
Anaheim and drummer Danny 
Woods. 

Uthanda (pronounced YOO 
TAHN DA) means “He lives,” in 
Zulu language, Beeson’s testimo¬ 
ny to his South African back¬ 
ground. 

The players term Uthanda’s 
music progressive, alternative 
rock with a hard edge. Though it 
seldom plays clubs, concentrating 
instead on churches and festivals, 
Uthanda appears at Gazzari’s on 
the Sunset Strip later this month. 

After releasing one album on 
Seattle’s Broken Records, Uth¬ 
anda left the label after a con¬ 
tract dispute. 

Such is life in the rock world, 
which can be doubly tough on an 
esoteric group. 

“The only place you can find 

Please see BAND/A25: 




MUSIC 
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CURTAIN CALL 


It’s a busy time for north Orange County theaters 


By Peggy O'Hara 

ConespoTKJenl 

North Orange County stages will 
be bustling again this weekend as a 
host of plays and productions con¬ 
tinue or begin successful runs. 

Fullerton’s Vanguard Theater 
Ensemble, 699-A S. State College 
Blvd., gets things started this eve¬ 
ning with a special preview presen¬ 
tation of “On Golden Pond” Call 
the Vanguard at 526-8007. 

Damon Runyon's ‘Guys and 
Dolls” opens Friday at the La Ha¬ 
bra Depot Playhouse, 311 S. Euclid 
St., while the Garden Grove Com¬ 
munity Theater, 12001 St. Mark St., 
presents Tom Topor's "Nuts.” 

Dial the Depot at (310 ) 905-9708, 
and the Garden Grove Community 
Theatre at 897-5122. 

Meantime, director Gary 
Krinke’s interpretation of Stephen 
Sondheim’s “Into the Woods” 
closes the “Theater Under the 
Stars” series Saturday night at the 
Buena Park Civic Theatre, 8150 
Knott Ave. The number is 562-3844. 

Also continuing is the Eastern 
Boys Production of “My Sweet 
Charlie,” now playing at the Or¬ 
ange’s Ensemble Theatre, 844 E. 
Lincoln Ave., located in the rear of 
the Olive Heights Center. The num¬ 
ber is 998-2199. 

Ensemble president and artistic 
director Rol^rt Blankenship, Jr., 
is featured in a leading role oppo¬ 
site Debbie Caceres-Gerber. 

For mystery fans, Krinke’s 
“Noir Suspicions” is now playing 
at the Whodunnit Dinner Theater’s 
Mystery Cafe, 2 Hutton Centre 
Drive, in Santa Ana. Based on the 
classic movie, “Casablanca,” the 
show stars Yorba Linda’s Daniel 


Felenfeld and Steve Biggs. 

Biggs, who played Henry Hig¬ 
gins in Yorba Linda Civic Light 
Opera’s production of “My Fair 
Lady,” is even better as the “Noir 
Suspicions” lead. Other area ac¬ 
tors include Patti Cumby, Lorraine 
Fusare and Donna Getzinger. 

Femme fatales, blackmailers, 
bumbling detectives, an intriguing 
plot, live music, great lighting ef¬ 
fects, unique staging, colorful cos¬ 
tuming and a recaptured atmo¬ 
sphere make it great theater. Call 
955-CLUE. 

Written by Ernest Thompson, 
“On Golden Pond” deals with the 
generation gap. After two success¬ 
ful initial projects. The Vanguard 
Theater Ensemble is establishing 
itself as a promising newcomer. 

William Shakespeare enjoyed a 
fruitful reprise this summer at 
Chapman University with the pro¬ 
ductions of “The Winter’s Tale” 
and “Hamlet.” 

Further south, "A Midsummer 
Night’s Dream” and “Much Ado 
About Nothing” were staged at 
Dana Point and Orange Coast Col¬ 
lege. 

The GroveShakespeare Festival 
presented an acclaimed, “The 
Tempest,” a lusty “Macbeth”, and 
an intriguing, if controversial, 
fund-raising event, “A Midsum¬ 
mer Night’s Eve,” honoring both 
the Bard and director Joseph 
Papp. 

(3n Wednesday, “The Merry 
Wives of Windsor” opened in the 
same handsome amphitheater 

On Sept. 14 at the Grove, George 
Bernard Shaw’s comic fantasy, 
“Don Juan in Hell” will be given a 
one-time reading by Edward 
Asner, Rene Auberjonois and Har¬ 


ris Yulin. Call 6.56-7213. 

Shaw lovers will love the show. 
GroveShakespeare charges a spe¬ 
cial $5 rate on Wednesday evenings 
for children who attend with a pay¬ 
ing parent. 

Ever been to The West End, Lon¬ 
don’s popular theatre district, 
which is the English equivalent of 
our Broadway? For years, a slight¬ 
ly looney, always sexy, Ray 


R\pn'B irthday 
Here’s Yolk Y\cht! 




or personal cekbntion Oil t 
I I lomblower Dining Yacht. 
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DININO YACHTS 

I'or great momenta ... 
e^great memorie,'. 


Nuiiiii.v l)iNNi;ii Danck Ckvim.No ■ ttt 
ClIAMMCNH Bm NCH CRL'ISE *36 
Flli. Mcion Crltse Skktesiber 11, *-(9 ■ 

IXINC. Bkacii (310) SIO-WIOO 

Nkwkjrt Bmch (7H)b3l-2‘t69 
.Marina del Key (310) .301-9900 
San IIitxr) (619) 2.3-(-«6«7 

Pnt«« per prrms. mmalwna rrgwrrd 
Aali ebwt fth irndWam and |n>wp 


Cooney comedy has played there. 

Cooney’s popularity is unrivaled 
in the UK. For a sample of his 
work, try Cypress Civic Theatre’s 
production of “Move Over Mrs. 
Markham,” opening on Friday. 
Call 229-6796. 

Fullerton College (871-8101) and 
Cal State Fullerton (773-3.371) offer 
a wide range of theater in the 1992- 
1993 .sea.sons: 


Always worthw'hile and fre¬ 
quently outstanding, the schools 
have some of the best theater buys 
available. 

Opening show at Cal State Ful¬ 
lerton is Beth Henley’s Pulitzer 
Prize-winning comedy, “Crimes of 
the Heart.” Fullerton College’s 
first production is the Broadway 
success, “Bent.” 

See you next week. 
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NORTHERN MANDARIN CUISINE 

it 

DAILY SPECIALS 


Lunch 

^ 3.25 

Incl. Eggroll, Soup, 
Rice, Entree, Hot 
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Dinner 

^ 5.99 

Incl. Entree Eggroll, 
Soup, Rice, Papr 
Wrapped Chicken, 


1 

L__ 

Tea 

_IL. 

Fried Shrimp, Hot Tea 
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Pot 

Bollod 

Noodia 

Chinaaa 

Family 

Slickara 

Oumpilnga 

llama 

Appatizara 

DInnart 


OPEN 7 DAYS A WEEK 

Sun.-Thurs. 11-344-9* Fri. 4 Sat. 11-34 4-9:30 

Dine-ln, To Go, or Catering Service 

1448 N. Kraemer Blvd. 

(at Yorba Undo Blvd. behind El Torlto) 

Tel: (714) 993*9230 FAX: (714) 993-3258 
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WONDER WOK 

CHINESE CUISINE 




Any Item 

For A Limited Time Only 

More Than 22 Delicious Items To Choose From 


8285 E. Santa Ana Cyn. Rd. 
Anaheim Hills • 283-3974 

Hour!: Sun.-Thun. 11 am-9 pm 
Fri. 4 Sat 11am - 930 pm 


LAfmiMAVf 


•MrTAMMCMI 



(EmI HBaAiraar Am ShCMStg C«nler) 
(Weir Ra S S»rt9 Aim Cyn Hd) 


FAULT DDOIER SPECIALS 

Any 3 naoU* A La C«t9 BeMM 
(An i Lem Frtad PVm 

92^5) 1 Um Chew IMn 

^ S^Rela'I LerftSoi 
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Buy 3 Items 
Get One FREE 
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Labor Day Special Offers 
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INCLUDES: 
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. Coupon re. 9/15/92 


/ fippin 

1 11 Pie 

j; Pie* per 

I 


^Uc • I 


^ ^ 



group. 


To ensure that we can fulfill your request, place your order in advance. 



YORBA LINDA: 

18132 Imperial Hwy. (In the Yorba 
Linda Station Shopping Center) 

( 714 ) 572-9679 


J 


One coupon per customer • E^). 9-30-02 
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BAND: Rock group struggles with identity 


FROM A23 

our record is in a Christian book¬ 
store," Pemelton said. "If you're 
a specialized band, there’s a 
small market to begin with, and 
if you can only get the record in 
one place, that makes it harder. 

"Suppose someone who's not 
Christian hears Uthanda and likes 
it and wants to get the record. 
Most likely, they're not going to 
want to go into a Christian book¬ 
store to get it." 

In a genre popularized by 
bands that take their names from 
demons, devils and all manner of 
decadence and depravity, a popu¬ 
lar Christian rock outfit remains 
an anomaly. Yet, there have been 
some: 

Stryper may be the most well- 
known, but the 20-year-old Resur¬ 
rection Band (now known as the 
Rez Band) enjoys the longest 
stint. Former Grand Funk Rail¬ 
road frontman Mark Farner now 
plays what he calls "God Rock” 
to a strong following. 

Others include Petra ("The 
Bon Jovi of Christian rock 
bands,” according to Pemelton), 
White Heat, The Altar Boys, The 
Violet Burning and The Prayer 
Chain. Uthanda opens for Under 
Cover, another popular group, at 
Gazzari's. 

While some Christian bands re¬ 
tire when commercial success 
eludes them, others succumb to 
the lifestyle. 

“Temptations — that’s the 
hardest part,” Pemelton said. “I 


it Suppose someone 
who's not Christian hears 
Uthanda and likes it and 
wants to get the record. 
Most likely, they’re not 
going to want to go into a 
Christian bookstore to get 
it. 93 

Bret Pemelton 

Uthanda lead guitarist 


sometimes wonder if being a 
Christian rock band is realistic at 
all. 

“You put yourself on a stage 
where someone is going to idolize 
you and tell you you're great. 1 
don’t know about that. I wonder if 
1 should put myself in that posi¬ 
tion. 

“Christian bands can get 
caught up in image. We're not im¬ 
mune to it.” 

As a youngster in Visalia, Pe¬ 
melton saw his older brother ex¬ 
cel in sports. Seeking his own 
manner of expression, Pemelton 
picked up a guitar and has been 
making music ever since. 

He married an Orange County 
woman and moved into a tree- 
lined Fullerton neighborhood 
where he and Diana are now rais¬ 
ing 2-year-old, Tanner. 

Brought up Episcopalian, Pe¬ 
melton said he experienced a reli¬ 
gious conversion as a high school 
freshman. He now attends F’uller- 


ton's First Evangelical Free 
Church. 

A former Catholic, Wohler con¬ 
verted 10 years ago after attend¬ 
ing chapel with a Costa Mesa rel¬ 
ative. The Wohler family — wife 
Janet, and twin boys born a day 
apart from Tanner — lives down 
the street from the Pemeltons. 

Wohler, a 12-year veteran of 
the Southern California music 
scene, recently enrolled at Fuller¬ 
ton College after an 11-year lay¬ 
off. 

“I'd get frustrated if 1 wasn’t in 
a band, coming home everyday 
and playing my acoustic guitar,” 
he said. "If I wasn't in a band, 1 
might not be into music at all.” 

Yet Wohler admits he's prepar¬ 
ing himself for that possibility. 
Perhaps that’s what’s behind his 
return to school. 

Meantime, the band, plagued 
by basic pains, is still trying to 
find its niche. 

"Rock'n’roll is supposed to rep¬ 
resent rebelliousness and going 
against the mainstream,” Pemel¬ 
ton said. “That’s what makes 
bands like Guns N’ Roses and 
Metallica. That’s what makes it 
for a lot of bands. 

“There’s a sense of rebellious¬ 
ness being in a Christian rock’n¬ 
’roll band, but there’s a fine line, 
a different kind of rebelling. 

We’re going against the percep¬ 
tions of what a Christian is sup¬ 
posed to be.” 


NORTH COtpNTY NEWS 

NCN 


A FREEDOM NEWSPAPER 


Rick Beaty, publisher 
Don Clever, editorial 
and commentary directory 
Janniee Watson, executive editor 


A HORRIBLE SCREAM, A MURDER COMMITTED... 
WHO WILL SOLVE IT... YOU... OF CORPSE!! 
Friday Nights are Killer Evenings in Brea. 

"ENCORE" 

EMBASSY SUITES HOTEL 6400 E. Birch St. 


*49." 

includes champagne, hors d'oeuvres, 
dinner, wine, dessert, coffee, tax & tip 

MU>„, 

MYS'""' 

MAV- 

5. ’ ’ Off 

By Mentioning This Ad 

Sopt. 11 & 18 Only 

For Reservations or 

nformatlon, (»ll Three M Productions: 


/II9VI iiiiviiiKiiivii) van 

(714) 826-4730 


Private parties, Group rates. Corporate funotlons. Fundraisers 


rSUBuinv!’ 


590 SUB 

Get Any 6” Sub For Only 
59( When You Buy Another 
6” Sub of E()ual or greater 
Value and a 32oz Drink 

Net valid with other •pedal*. Limit one 
coupon per ouetomer pm vteM. Thl» offer to 
not g<^ In comblnailen wNh any other 
offer. Qood only at 163 E. Vorba Linda 
Bfvd. • M3-34M • 

Expirae 9-30-02 


f"990'5O‘ir' 

Get A Regular Footiong Sub 
For Only 99f When You 
Buy Another Footiong Sub 
of Equal or greater Value 
anda32ozDrjnk 

LImR one coupon per cuetomer per 
Thto Oder to not good In combination wfth 
• any ottier offer. <Sood only at 133 E. Yoiba 
I Unda Bfvd. • 993-3496 • Expiree 9-30-92 


»1.00 OFF 

Any 

Footiong Sub 

LImi one coupon per cuetomer per vtelt. 
Thto offer to not good In corrMnatlon wfth 
any other offer. Oood only at 163 E. Yorba 
LMa Bfvd. • 993-3496 • 

Expiroo 9-30-92 


TartytTme"! 

3’ SUBS *22.00 
4’ SUBS *32.00 
6’ SUBS *45.00 

* 24 Houre Notice Required 
On All Party Sub6 
Umft one coupon per cuetomer per vlalt. 

Thto offer to not good In oomblnotlon wHh 
any othor oflor. Qood only at 163 E. Yorba 
Unda Blvd. • 993*3466 • 

Expirea 9-30-92 


Placentia Town Centers & Village Plaza 


183 E. Yorba Lirxla Blvd. • Placentia 

Yorba Linda & Kraemer, next to Music Plus 


993-3498 


Ask Us About Our 
3,4 and 6 ft. 
Party Subs 

(24 Hour Nudes RsqUrsd) 


Never On Sunday 


Never On Sunday does not 
mean that we are closed on 
Sunday, but as most of you 
know, "Never On Sunday" is 
the title of a Creek movie 
featuring Creek actress 
Melina Merkuii and Dasen. 


GREEK CUISINE 


We Specialize In 
Authentic 
Mediterranean Cuisine 


Quality Food, Beverage, and Excellent Service 


ALL SPECIAL 
OCCASIONS WELCOME 
Showers, Weddings, Graduation, 
Anniversary, Retirement, Birthdays 

*We can accommodate up to 150 people. 

WE SPECIALIZE IN CATERING 



6362LS\\T\AM(\\V()\RD, 

•\N\HEniHll.LS.n'OT 


714 - 637*9561 


BELLY DANCING 
Frl.-Sdt.-Sun. 
7:30 PM 


We are open 7 days a week, and our hours arc: 
LUNCH 11-3 (Mon.-Sat.) 

DINNER 5-11 
SUNDAY BRUNCH 11-3 



CATCH 


THE 




fiabit in 


PLACENTIA 


■2 


jof 




WITH THIS COUPON 

Limit one coupon per customer. 
Topping not Included. Limit $2.50. 
_ (Family Pak excluded.) ^ 
■I Expires 9-30-92 



'2- 




If L 


WITH THIS COUPON 

Topping not Included. Limit $2.50. 
Limit one coupon per customer. 
_ (Family Pak excluded.) _ 
B Extras 10-15-92 B 


We accept coupons for all other YOGURT 

PLACENTIA 

194 E. YORBA LINDA BLVD. 

(at Kraemer) 


ANAHEIM 

615N.EUCLID(atCres(»nt) 


Behind McDonald’s 
524-0350 


Behind Ois&Rtts 
533-1611 
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iREAKFAST SPECIAL 

99C 

2 Eggt, Tater Chunks 
a slice of Toast 


HOME of the 1.95 
Spaghetti Dinner 

Incl. Garlic Bread, 
Soup or Salad 


ITAUAN RESTAURANT 


1430 n. KRAEMER BLVD. 

Al Tata LMa IM la>im II THU* 


' 1/2 Chicken with Bar-B-Que Sauce • Liver & Onions 
' Hot Turkey Dinner with Gravy • Spaghetti & Meatballs 
' Teriyaki Oticken Breast • Hamburger Chili Size 

All for only OflT 

2:00-6:00 daily 

After 5 PM q;- 

New York Steak approx. 1/2 Lb. J ^ J 

Served with soup or salad, vegetable, roll, your choice of 
mashed potatoes, french fries or rice & yes - dessert. 


Cafe 


2099 E. Orangethorpe • 961-1307 

(in Cobblestone Village • Placentia) 


M. Loren Hernandez North County News 

David Hess, left, and Paul Bonaventure are enjoying the success of their recently expanded bookstore. The 
Bookman. 




They can write the book 
on entrepreneurial move 


Served [>iilv After IPM. All Day Sar. & Stin. 


hard-covers and paperbacks degree at the University of Arizo- 
shelved there. na. Even then a voracious reader, 

Bonaventure took some ribbing 
A New York City native. Bona- from the, ahem, less informed, 
venture, .SI, began his riding ca- men and women along the back- 
reer while pursuing his liberal arts stretch. 


By Tim Dermody 

Features editor 


One worked a succession of mun¬ 
dane jobs, mindless tasks that cov¬ 
ered the bills but otherwise failed 
to challenge the intellect. The oth¬ 
er enjoyed a more exciting career 
racing and training thoroughbred 
horses 

And each desired something 
more. Like legions of Americans, 
they wanted to run their own com¬ 
pany, to be their own bosses, to 
forget time clocks and time cards 
forever. 

So three years ago — in the midsi 
of an economic recession that was 
claiming small enterprises every¬ 
where — ex-bag boy and bookkeep¬ 
er David Hess and former jockey 
and trainer Paul Bonaventure 
opened their own business. 

At 6-foot-6, Hess is the antitheti¬ 
cal compliment to the 5-foot-2 Bon¬ 
aventure. Yet both have contribut¬ 
ed equally to make Orange's The 
Bookman, 840 N. Tustin Ave., one 
of north Orange County’s most suc¬ 
cessful used bookstores. 

Business has been so good, in 
fact, that the pair recently com¬ 
pleted a third expansion, this time 
swelling to 8,000 square-feet to ac- 
commi^ate more than 200,000 


■ ■ ■ ■ ■ ■ 

■ ■ Mon TSun 11:00AM - 9 OOTM 

■ M Fit s<i n.ooAM. 10:00PM 

M ■ Sun tl.OOAM . 9 00PM 

Japanese Cuisine 

FUJI COMBINATION BOX 

601 conbinalions semtd with Ricr, Soloed, Jopanese PicUes, Miso Soup A Fmh Fntit) 

FUJI COMBINATION ‘te: 

(2 StaWw*. S VigMaMu Taivm. CMdun Turtynkl. 4 Pu Caltfutnia RoH " 

VEGETABLE TEMPURA COMBINATION ,4 

(WMi cMn of CMdun or IM TuiMO or Porii CudM ct Swim Oudunl ^ 

SUSHI COMBINATION 14 

(WMi thake CNclun or BmI TartyNd o* Tampura or Port CinWt ’ 

or S rrai n r CMcAml 

SHRIMP TEMPURA COMBINATION 1 c 

(2 jhrtniy j^VyHr Irtoiiuro aHh <holc« ol Ourtan or IM Tartyald 'A 

PORK CUTLET COMBINATION i c 

OMNh cholcd of Otklwn or BW or V«t|«tabW Tamffura ^ 

or OitclMn) 

SEAFOOD TERIYAKI COMBINATION 

(Flkt FWi T«t1v^ chotc* of Shr%np« Tempkn or OikJwn or IM TorlyoU ' 

or Peril or Swmr Oikkon) 

30 More Delicious Items to Choose From p" 'cb £ 

FUJI JAPANESE HOUSE 

7Sll.9irKIICANYONIOAD.tlCI qaQ ylOOO 

ANAHEIM HILIJI, CA ntr (714) 990*49Z9 


IVescnr coupon or ,»ck your 
scf cr ro uxcivc offer. 


Meal Special *6^ w 

• Macadamia Nut Chicken. (Sicken hrensr 
filler is coated with ronsred m.'H.Adiimia nuts. 
Topped with a dcliKhrfut oranKC sauce 

• Fresh Steamed Vegetables. 

• Side of Rice. 

• Freshly Baked Rolls. 

• Fresh “Malihini” Pineapple Pie. 


WHERE THE SERVICE IS ALWAYS FRIENDLY 


YORBA LINDA: 

18132 Imperial Hwy. (In the Yorba 
Linda Station Shoppnng Center) 

(714) S72-9679 


Subt«l lu •aaiithiliiy IWti nt> 
>*lkl in iimpHKiMt nilh nthti 


NOW rhru t\r. 20rh .. Enret To Win! 


To ^autiful Kona. 
Experience II Days 
On The “Big Island” 


WNA. WUKM “ 


.COUPON, 


COUPON 


EXOTIC VACATIC^N INCLUDEaS: 

Airfare icmrieiy of Hawaiian Airliner • 11 fV itay al die Keauhou Heath HtKel • Car Renial I 
)SA Rrnl-A>Car • Liiaii for Two a( die King Kamchamcha Hotel * l liglii for two to view volcan 
enai Hclicopten Toun • An unforMuaWe tour of tlie “Bib Idamt" from Rohert’r Hawaii Tourr • 
urKheon Cruire on hoard che "Fair Wind" • Underwater Advenlure from AtUntir Suhmarinri • 
irlificafe from Hilo Hattic'r • Meali for T%ro at Sam Choy’i Diner, Drytilalc'r Club S), arid Mai 
etUurant • 10 Ihr of Hawaiian maiadamia nun 6i candy from Kotu Coarf Macadamia Faeiory. 


FREE * 
CHICKEN 
BOWL 

With Purchase Of Any Meal Item 
OfM coupon p« customer • Eipins 9-30-92 


FOR A5Y OCCASION. WEDDINGS, 
BANQUETS, ANNIVERSARIES. 
FOR THE BEST DRINFS, 
CALL THE BEST' 

BARTENDEtS ON WHEELS. 
CALL TODAY 
(714) 627-2397 


iturri ffm 
KJNG LlJ 
KAMfHNMfHN 


One cxHjpon per customer • Expires 9-30-92 
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BEST BETS 


Openings 

Announcements 

■ Food test coming: Members of 
the Orange County Fire Chiefs Head¬ 
quarters have put together the "A 
Flame for Flavor' food festival slated 
lor Sept. 12 at Anaheim Stadium. If 
you'd like to participate or find out 
more about the event, call (714) 727- 
2663 

■ On display: Now showing at the 
Richard Nixon Library and Birthplace, 
a huge portion of the Berlin Wall and 
a large mural depicting the former 
president's 1956 Hungarian trip while 
sen/ing as VP under Dwight Eisen¬ 
hower Call 993-5075 

Dancing 

■ Swinging singles: Fun-loving 
singles 26 and over dance to the 
sounds of Sunnyshade Big Band ev 
ery Sunday from 2-6 p m. at The Dia¬ 
mond Club, 904 W. Orangelhorpe in 
Fullerton Call (818) 3376 

■ More hoofing: Phil's Ballroom, 
608 W Katella Ave , in Orange offers 
dancings for singles every Wednesday 
starting at 7 p.m Lessons are avail¬ 
able Fee IS $5 Call 744-6015 

Pearson Park 
Amphitheatre 

Just for Kids: The following events 
cost $2 for adults, $1 for seniors and 
children All shows are Thursdays at 

7 30 and suited for children K-6 The 
lengths of show vary from one to 
three hours. For more information call 
714 254-5274 

Music Linder the Stars: The Ana 
heim community band under the direc¬ 
tion of Wayne Nelson and lealured 
guest bands play old favorites, show 
tunes, pop hits, jazz and rousing 
Sousa marches All shows Fridays at 

8 p m. Admission is $3 for adults. $2 
lor seniors and children under 12 For 
more information call 714 254-5274 

■ Anaheim Community Band 
Friday 

Starlight Specials: This series fea¬ 
tures a variety of music, dance and 
magic tor delightful summer evenings 
of family fun All shows are Saturdays 
at 8 p m Admission is $5 lor adults, 

$4 for seniors and children under 12, 
For more information call 714 254- 
5274 

Art Exhibits 

■ Fullerton 
Museum Cen¬ 
ter, 301 N Po¬ 
mona Ave 
Museum 
hours 11 am 
4 p.m. Tues¬ 
day. 

Wednesday. Saturday and Sunday 11 
a m -9 pm Thursday and Friday Ad¬ 
mission $2 adults: $1 students and 
senior citizens; free to children under 
12 and Center members Free to all 
visitors from 6 to 9 p m. Thursdays 
For information, call 738-6589 

■ Chapman College, 333 N 
Glassell. Orange Gallery is open 
noon-4 p m Wednesday through Sun¬ 
day Admission free. For information, 
call 997-6815 or 997-6729 

■ Children's Museum, 301 S. Eu¬ 
clid St, La Habra Open 10 a m -4 
p.m Monday through Saturday. Ad¬ 
mission $2 50 children ages 2-16; $3 
adults; free for children under 2; $2 for 
groups with reservations. For informa¬ 
tion, call (310) 905-9793 

■ Cal State University, Fullerton, 
800 N. State College Blvd. in the East 
and West Galleries. 10 a m.-4 p.m. 
Monday-Friday; closed Saturdays. 
Sundays and holidays. Suggested do¬ 
nation $1. To call the gallery. 773- 
3262 or for information. 773-2037 

■ Muckenthaler Cultural Center, 



1201 W Malvern Ave., Fullerton. 
Hours: 10 a m.-4 p m Tuesday; Satur¬ 
day noon-5 p.m Sunday; gift shop 
Often noon-4 p.m Tuesday-Sunday 
Admission free For information, call 
738-6595. 

■ Brea Civic and Cultural Center 
Gallery, 1 Civic Center Drive. 
Wednesday, Friday and Saturday 
noon-5 p.m ; Thursday noon-9 p.m 
Admission $1 adults, free tor children. 
For information, call 990-7730. 

■ Rancho Santiago College, fine 
and performing arts division, 1530 W 
17th St, Santa Ana Art Forum lec¬ 
tures in Room C-104 of the Fine Arts 
Building Noon-2 p m Mondays Col¬ 
lege credit available. For Information, 
call 564-5600 

■ Fullerton College Art Gallery, 

321 E Chapman Ave (between 
Lemon Street and Berkeley Avenue) 
Viewing: 10 a m-1 p m Monday- 
Thursday For information, call 992- 
7036 

■ William T. Boyce Library, 

Northside of Fullerton College campus 
321 E Chapman Ave, Viewing hours 
are regular library hours: 7:30 a m -10 
p m Monday through Thursday 7:30 
a m -4 p.m Friday; closed Saturday 
and Sunday. 992-7036. 

■ Anaheim Museum, 241 S Ana¬ 
heim Blvd Open 10 a m -4 p.m. 
Wednesday through Friday: noon-4 

p m. Saturday and Sunday, closed 
Monday, Tuesday and major holidays 
Admission by donation For informa¬ 
tion, call 778-3301 

■ Cypress College, 9200 Valley 
View SI Gallery hours: 11 a m -3 p.m 
Monday through Friday. Photography 
Gallery open 8 a m -10 p m. Monday 
through Thursday: 8 a m.-noon Friday 
Admission free. For information, call 
826-2220, ext. 133 

■ Bowers Museum, 2002 N Mam 
St, Santa Ana 972-1900 

■ Stary-Sheets Fine Art, 14988 
Sand Canyon Ave., Irvine 10 a m - 
5:45 p m. Tuesday through Sunday 
For information, call 753-2152 

■ Irvine Medical Center Gallery. 
3233 Port Center Drive Open 24 
hours For information, call 753-2152 

■ Laguna Art Museum, 307 Cliff 
Drive, Laguna Beach Museum hours 
11 a m, -5 p.m. Tuesday through Sun¬ 
day Admission $2 adults; $1 senior 
citizens and students: free to children 
under age 12 and museum members 
494-6531 

■ Severin Wunderman Museum, 3 

Mason, Irvine, 10 a m -4 p.m. week¬ 
days Guided lours are at 2 p.m 
Tuesday and Thursday Group tours 
are available with advance notice For 
information, call 472-1138 

■ Festival of Arts and Pageant of 
the Masters at Irvine Bowl Park, 650 
Laguna Canyon Road, Laguna Beach 
Featuring exhibits, a daily art work¬ 
shop, junior art, a restaurant, dem¬ 
onstrations and entertainment, 10 

a m -11 30 p.m. daily, through Aug 
30 Grounds admission $2 general: $1 
senior citizens, free to children age 12 
and under if accompanied by adults 
Pageant admission $9 to $38 For 
tickets, call 1-800-487-3378 For in¬ 
formation. call 494-1145 



Dinner Theatre 

■ "Razzma¬ 
tazz": Produc¬ 
tion of The 
Razzmatazz 
Roaring 20s 
Musical Murdei 
Mystery, at 
821 S. Beach 
Blvd., Anaheim. Feature includes a 
five-course meal The show is at 7:30 
p.m, Thursday through Saturdays. 

11:30 a m. or 2 p.m. brunch Sundays, 
and 6 p.m. dinner Sundays. For in¬ 
formation, call 527-8885. 

■ Elizabeth Howard's Curtain Call 
Theater, 690 El Camino Real, Tustin. 
"South Pacific" plays through Sept. 

20. Doors open at &30 p.m. Tuesday 


through Thursday and Saturday; 7 
p.m. Friday; 11:30 a m (matinee) and 
5:30 p.m. Sunday. Prices start at 
$19.95. For reservations and informa¬ 
tion, call 838-1540 For group sales, 
call 730-8240. 

Stage 

■ “Cole”: 

The Brea The¬ 
atre League 
presents the 
musical that 
tells the story 
of the great 
American com¬ 
poser Cole Porter at the Curtis The¬ 
atre, 1 Civic Center Circle Rehearsals 
are now taking place with an opening 
date scheduled for Sept 25. The show 
will run through Oct. 17. For informa¬ 
tion. call 990-7722 

■ "Into the Woods": Directed by 
Anaheim Hills' Gary Krinke, the Ste¬ 
phen Sondheim production ends its 
successful run Salurday night at the 
Buena Park Civic Theater, 8150 Knott 
Ave For tickets and information, call 
526-3888 

■ "Hamlet": Chapman University s 
Waltmar Theater, 301 E. Palm St., Or¬ 
ange, is the site for Shakespeare's 
tragedy about a prince seeking to 
avenge his father's death. Call 744- 
7016, 

■ "On Golden Pond": Drama 
about an elderly couple's unusual 
summer presented by the Vanguard 
Theater Ensemble starts tonight and 
runs through Sept. 19. Located at 
699-A S. State College Blvd , Fuller¬ 
ton. Call 526-8007. 

Auditions 

■ Etcetera, Etcetera: Auditions tor 
boys and girls inleresled in performing 
in "The King and I" at Elizabeth How¬ 
ard's Curtain Call Dinner Theater are 
scheduled for tonight and Friday at 
the Theater. 690 El Camino Real, For 
more information, call 730-8240 

■ Wanted: Kids and a smarty- 
pants dog: The Buena Park Chil¬ 
dren's Theater will hold auditions for 
"Snoopy." its winter musical Auditions 
will be held Sept. 19 from 10 a m. to 4 
pm, and Sept 20, noon to 4 p.m , at 
the Buena Park Community 
Recreation Center, 8150 Knott Ave 
Call 562-3888 , 

■ Get on your toes: Auditions for 
the Ballet Pacifica's 26th annual 
Christmas production of The Nut¬ 
cracker" will be held Sept 19, at the 
Laguna Beach Ballet Center. 1863 S 
Pacific Coast Highway. Call 642-9275. 

■ Ahem, a one. a two: Altos and 
tenors are encouraged to audition for 
the Fullerton College Master Chorale, 
which IS shooting for a Sept 14 debut 
For information on the Chorale, call 
992-7158 

Attractions 

■ Disney¬ 
land, 1313 
Harbor Blvd , 
Anaheim Park 
offers more 
than 50 attrac¬ 
tions The new 
river show 

"Fantasmic!" is presented evenings 
Summer hours 8-3 a m. One day 
passports: $28 75 for age 12 and 
older: $23 for children ages 3 to 11. 
Summer night passport, valid through 
Sept 13 $85 for age 12 and older: 

$70 for ages 3 to 11: $17.50 parking 
for the whole season. For information, 
call 999-4565 or (213) 626-8605, ext 
4565 

■ Floating Lab Dusk Cruise. 

Event at the Orange County Marine In 
stitute, 24200 Dana Point Harbor 
Drive. Leaves alt 6 p.m. Fridays, 
through Sept. 18. Admission: $22 
adults; $11 children ages 6 to 12. For 
information and reservations, call 496- 
2274. 

■ Richard Nixon Library and 

Birthplace, 8001 Yorba Linda Blvd., 




Yorba Linda. Open 10 a m.-5 p.m. 
Monday-Saturday; 11 a m.-5 p.m. Sun¬ 
day, except Thanksgiving, Christmas, 
New Year's Day. Cameras welcome 
Admission $4 95 adults: $1 children 8 
to 11: free for children under age 8; 
$2.95 seniors: $2.95 for groups of 20 
or more Free parking Most major 
credit cards accepted For information, 
call 993-3393. 

■ Knott’s Berry Farm, 8039 Beach 
Blvd , Buena Park. Park features 165 
rides, shows and attractions in four 
themed areas, including Camp 
Snoopy, to a m.-6 p.m. weekdays: 10 
a m,-to p.m. Saturday; 10 a m.-7 p.m. 
Sunday. For information, call 220- 
5200 

■ Movieland Wax Museum: 7711 

Beach Blvd , Buena Park, 522-1155 
Admission: $9.95 adults (ages 12 and 
over); $5.95 children (ages 4 through 
11); 65 and over $7.95; Hours: Daily 9 
a m. to 10 p m 

■ Universal Studios: Lankershim 
Boulevard and the Hollywood (101) 
Freeway. (818) 508-9600. A behind- 
the-scenes tour of Hollywood's busiest 
backlots featuring scenes and special 
effects from many popular movies, in¬ 
cluding Backdraft," Back to the Fu¬ 
ture," and "An American Tale. 

Tours 

■ Anaheim Stadium Guided Tour: 

2000 S. Stale College Blvd., Anaheim, 
(714)937-7333; Admission: adults $3, 
juniors and seniors $2; Hours: daily on 
the hour, 11 a m to 2 p m 

■ Orange County Performing Arts 
Center Free Public Tours: 600 Town 
Center Drive, Cosla Mesa, 556-2121, 
ext. 833 Tours are Mon , Wed. and 
Sat Reservations are required for 
groups of 10 or more. 

■ Hobby City Doll and Toy Mu¬ 
seum: 1238 S Beach Blvd . Anaheim, 
527-8105 Features 24 hobby and 
craft stores Museum admission: $1 
adults: 50 cents children; tram ride 50 
cents: Hours: Daily 10 a m to 6 p m 

■ The Discovery Museum: 3101 
West Harvard SI., Santa Ana. 540- 
0404. Hours: 11 a m. -3 p.m. Salurday 
and Sunday. Admission, $1 for adults; 
50 cents for children Turn of the cen¬ 
tury architecture and restoration of old 
homes brings you back to the past. 
Featuring the Maag House, originally 
built in 1899 by a Santa Ana citrus 
farmer, boarded up for renovation 
since 1972, open for public viewing 

Clubs 

■ Comedy- 
land: Tibbies 
Music Hall at 
Peters Land¬ 
ing, 16360 Pa¬ 
cific Coast 
Highway, Hun¬ 
tington Beach 
(714) 979-5653; Featuring comedy 
Admission: $5: Hours: 8:30 p.m. and 
10:30 Fridays and Saturdays, free 
parking, including complimentary valet 

■ Anaheim Marriott Lobby Bar: 

700 W. Convention Way, Anaheim, 
(714) 750-8000, featuring Judy Stan¬ 
ton on piano, 5 p.m, to 8 p.m., Mon¬ 
days through Fridays, 

■ Casey's: 1325 N Tustin Ave . Or¬ 
ange (714) 538-9683 Live rock'n'roll 
nightly beginning at 8 p.m. Food 
served weekends and casual dress is 
recommended Open daily, 11 a m to 
2 a m. 

■ Magnolia’s Peach Restaurant: 
600 Brea Mall Drive, Brea. (714) 990- 
4494 The Mike Davis Quartet plays 
mellow jazz for a Sunday afternoon, 
while reggae takes over on Thursday 
nights. Open daily at 11 a m, 

■ Cactus Jack's: 710 E. Katella 
Ave,, Anaheim, (714) 978-1828, the 
former Cracker's nightclub welcomes 
the overflow from The Cowboy Boogie 
Company, its popular sister club down 
the street. Limo service available. 

■ Neon Cactus: Another club that 
changed names, the former Sgt. Pres¬ 


ton's Yukon Saloon and Dance Hall, 
Disneyland Hotel: 1150 W. Cerritos 
Ave., Anaheim, (714)778-6600, featur¬ 
ing country-and-western music from 
the Fort Worth Cats and a "You Be 
the Star" open-mike night on Monday 
and Tuesday. Call 778-6600. 

■ The Canyon Inn: 6821 Fairlynn, 
Yorba Linda. (714) 779-0880. Features 
The Ravens and Friends rhythm and 
blues band on Saturday nights, and 
karaoke each Monday starting at 8 
p.m. 

■ Rembrandt's: 909 E. Yorba Linda 
Ave , Placentia. (714) 528-6222, Musi¬ 
cian Colin Clarke is enjoying an indefi¬ 
nite booking each weekend 

■ The Cat and the Custard Cup: 
800 E. Whittier Blvd , La Habra. (310) 
694-3812. A piano bar adds even 
more atmosphere to an establishment 
reeking with it. Styled after an English 
pub 

■ The Doll Hut: Local metal bands 
play for free every Monday and live 
bands of all styles play Tuesdays and 
Thurdays. Every Wednesday is open 
mike night tor acoustic and blues acts 
Fridays and Saturdays feature the best 
in original bands, local and louring 
The Doll Hut is located 107 S. Adams 
in Anaheim. Call 533-1286 for club in¬ 
formation or 282-8762 for booking. 

■ The Hop: Few clubs cover all mu¬ 
sic genres and eras more effectively 
than this popular Fullerton nightspot 
The managers have scheduled 
reggae, alternative and golden-oldie 
nights several limes each week. Call 
441-1666 for current schedule. The 
Hop IS located at 1401 S. Lemon in 
Fullerton. 

■ Mosquito Coast: 3845 Metropoli¬ 
tan Ave., Orange, 978-7261. Located 
in the City Shopping Center, this 
nightclub, with DJ entertainment, has a 
multi-l< vel dance floor with four bars 
Happy hour is 6 p.m.-9 p.m., Tuesday 
through Thursday; 5 p.m.-8 p.m.. Fri¬ 
day Full dinner buffet, plus several 
specials (dollar drink night, Tuesday: 
KROQ night, Wednesday.) comple¬ 
ment the evening No reservations 
necessary 978-7261 

Miscellaneous 

■ Vocal Magic: North Orange 
County-based vocal jazz ensemble 
has openings for male and female 
singers Ensemble consists of sopra¬ 
nos, altos, tenors and basses Group 
IS preparing for the upcoming Christ¬ 
mas caroling season and continued 
vocal jazz concerts. For information, 
call 996-3884 

■ Watching the night skies: Ana¬ 
heim Plaza Hotel, 1700 S. Harbor 
Blvd., Anaheim, invites people down 
to view the Disneyland Fireworks from 
Its Cafe Restaurant. The hotel is also 
offering discount dinner specials and 
cut-rate room packages. For informa¬ 
tion, call 772-5900 

Concerts 

■ Southern 
California's 
Pet Sounds: 

The Beach 
Boys, who de¬ 
fined the music 
of sunny 
Southern Cali¬ 
fornia, will play the Pacific Amphithe¬ 
ater on Salurday, Sept 12 at 6 p.m. 

For information, call 480-3232. 

■ New shows scheduled: Ana¬ 
heim s Celebrity Theater, 201 E 
Broadway, has announced an ambi¬ 
tious fall lineup that includes the 
Moody Blues, the Pointer Sisters, Wil¬ 
lie Nelson and Tanya Tucker, who 
most recently appeared at the Repub¬ 
lican National Convention. Call (714) 
999-9536. 


To submit items of community interest 
to Best Bets, mail listings to North 
County News, P.O. Box 70004, Ana¬ 
heim, Calif., 92825-0004. i 
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SPORTS SHORTS 


New coach inherits winning tradition 


Placentia National Junior Bas¬ 
ketball (NJB) will hold its regis¬ 
tration from 12-3 p.m Sept. 20 
and 27 at the Backs Building, 
Chapman and Bradford 
The league, for boys and 
girls grades 1-8, offers a 10- 
week schedule which includes 
instruction in the game's ba¬ 
sics. The fall season concludes 
Dec. 6. 

Cost is $75 per player, al¬ 
though discounts are given to 
families with two or more 
players. For those in grades 1- 
2, the cost is $40 for a clinic. 


Proof of age and grade are 
necessary at registration. A 
birth certificate and report 
card will satisfy those needs. 

Call Karen Stranden at 961- 
1498 or 961-1604 for details. 


Call 579-1723 for further in¬ 
formation. 


The Placentia Recreation fall 
tennis program, offering in¬ 
struction to beginners, inter¬ 
mediate and advanced players, 
will begin the first of its two 
five-week sessions Sept. 14 at 
Tuffree Tennis Courts. 


Classes are held Monday 
and Wednesday evenings. In¬ 
struction, lasting one hour be¬ 
tween 4-8 p.m., is limited to 
eight students per class. There 
are ages 7-14 and 17-and-over 
classes. 

A tennis racket is necessary. 
Balls are provided. 

Call the Orange County Ten¬ 
nis Academy at 744-6155 for 
more details. 


The Placentia Yorba Linda 

YMCA still has many classes 
available for youths and adults 
in Yorba Linda. 

Swimming, gymna.stics, vol¬ 
leyball and others are offered. 
Fees vary between residents 
and non-residents. 

Call 777-9622 for information. 


school water polo for 27 years. 

And he is greatly anticipating 
seeing more from the Golden 
Hawks, who won another Em¬ 
pire League championship last 
year. That conquest follows a 
proud tradition in which CIF 
Southern Section champion¬ 
ships have been claimed. 

‘‘These kids are sincere and 
intelligent about the game," 
Davis said. 

Davis could also be referring 
to himself with that statement. 

In 1985, he retired from a 
teaching'coaching position at La 
Habra High to enter the con¬ 
struction business. During a 
long stay in the Fullerton Uni¬ 
fied School District, Davis 
coached water polo at Buena 
Park and Troy also as well as 
swimming at La Habra. 

"I’m one of the oldest high 
sch(K)l water polo coaches in the 
county,” Davis said. "Me, 
(Newport Harbor High and for¬ 
mer U.S. Olympic coach) Bill 
Barnett and a few others are 
the only guys in their .50's still 
coaching.” 


The Swim Team of Placentia 
(STOP) will hold Its tryouts at 
5:30 p.m. Monday and Wednes¬ 
day, and again at 5:30 p.m 
Sept. 11 at Valencia High. 

Interested swimmers ages 5- 
18 should come to the try'out 
ready to swim. 


STOP is an age group club 
swimming organization which 
offers instruction and allows 
its swimmers to compete in 
meets throughout the county 
Call 579-1723 for more de¬ 
tails. 


Water polo club tryouts, spon¬ 
sored by the Swim Team of 
Placentia, will be conducted 
for boys and girls players 13 
and under from 6:30-8 p.m. 
Monday, Wednesday and Sept. 
11 at El Dorado High 
Those qualifying for the 
team will compete in games 
throughout the county. 


Davis seeks 
to maintain 
team success 


it To this point, they’re 
the hardest working 
group I’ve ever worked 
with ... Their intelligence 
is the strength. And 
they’re physically fit. 99 

Ron Davis 

El Dorado water polo coach 


The members are an experi¬ 
enced unit: seniors Drew Leon¬ 
ard, Jeff Rach, Wade Anderson, 
Lance Kasper and Kaveh Badhe 
are joined by juniors Chrisian 
Frid, David Morey, Sam Kim, 
Ray Grace, Chris Wei.sz and 
Matt Antrosko. 

Davis praised the summer 
guidance of interim coach Jim 
Leonard, who guided the Gold¬ 
en Hawks through their .sum¬ 
mer schedule. 

Traditional rivals Los Alami- 
tos and Esperanza will once 
again try to knock the Golden 
Hawks off their top spot. Esper¬ 
anza has never defeated El Do¬ 
rado. 

“I would .say this team will 
finish in the top three," Davis 
.said, without he.sitation. "Their 
intelligence is the strength. And 
they’re physically fit. I’m still 
finding out what we have as far 
as speed and ball handling." 

Asked if the team had any 
glaring weaknes.ses, Davis 
bluntly replied: "None whatso¬ 
ever." 

He really likes this team. 


“To this point, they’re the 
hardest working group I’ve ever 
worked with," Davis said. 

The first thought may be to 
accu.se Davis of being an over- 
zealous rookie with wet ears 
and virtually no water polo 
coaching experience to speak 
of. 

Wrong. 

Davis, a graduate of San Die¬ 
go State who was a member of 
the Aztecs mid-60’s water polo 
teams, has been coaching high 


By Lance Pugmire 

North County News 


Ron Davis has been on the 
job as first-year El Dorado 
High water polo for less than 
two weeks, but he already likes 
what he sees. 


He was named to the position 
Aug. 21 and a minor outbreak of 
algae in the Golden Hawks’ 
pool last week only delayed his 
ability to analyze the talent. 

"I know we’ve got live senior 
(starters) back and they’re all 
very smart," Davis .said “They 
were well-coached prior to me 
and they’re all easy to get 
along with” 


Not that Davis necessarily 
has too much work cut out for 
him, but his most pressing mat¬ 
ter of business now is to become 
more familiar with El Dorado’s 
players. 


A new beginning 

Valencia adjusting to a new 
skipper, same expectations 


By Rusty Evans 

North County News 


V alencia High water polo 
players won’t be at the 
same disadvantage as 
many others on teams who waste a 
whole season trying to adjust to a 
new coach with a new system. 

Dwight Osborn takes over for 
longtime Tigers coach Mike Guest, 
but it’s more like a reunion than a 
transition. 

"It’ll be a different perspective 
for me as head coach,” said Os¬ 
born, former coach of Valencia’s 
frosh-sophomore team. “We’ll be 
getting used to each other again. I 
worked with most of these guys as 
sophomores.” 

Osborn’s familiarity with the 
players, their familiarity with him 
and a supply of good talent return¬ 
ing from a 1991 team that lost only 
one senior has Osborn thinking of 
victory right off the bat. 

“I feel good about this team so 
far,” Osborn said. "I wish Mike 
Guest was still here to work with 
me, but I’m glad to be taking over 
a program Mike started." 


Mike Pilgrim 

Dwight Osborn (above) takes over for longtime skipper Mike Guest as 
Valencia High water polo coach. 


Osborn’s optimism is justified 
when looking at the team’s six re¬ 
turning starters. 

Included in that group are the 
team’s top three scorers — two- 
meter man Scott Liddicoat, sprint¬ 
er Jeff Smith and Roy Ferreira — 
all seniors. 

The Tigers also have senior goal¬ 
ie Bart Davis, senior two-meter 
release Joe Ma and junior Glenn 
Gaza returning as starters. 

Coming off the bench will be se¬ 
nior Sean Shevlin, junior Jason 
Gundelfinger, and sophomore Ber¬ 
nard Ma. 

In another interesting twist, Os¬ 
born can put four left-handers in 
the pool at once — Liddicoat, Shev¬ 
lin and the Ma brothers. This can 
create some problems for a de¬ 
fense in a game where such an 
alignment is rare. With Magnolia 
favored to win the Orange League 
title, the Tigers will take any edge 
they can get. 

“Magnolia will be our main com¬ 
petition, Magnolia and Brea," Os¬ 
born said. “I think we’re about 
equal in talent with Magnolia. It 

Please see VALENCIA A29 
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PREP TENNIS PREVIEW 


Hawks geared to winning year with new coach 


nay envisions a successful season 
for his Golden Hawks. 

"I think we can do as well as we 
did last year,” said Cornay. 

First, however, Cornay is mix- 
and-matching six varsity candi¬ 
dates and a handful of above-aver- 


By Lance Pugmire 

North County News 

There's still the minor detail of 
forming all three doubles teams to 
work out, but El Dorado High first- 
year girls tennis coach Pete Cor- 


Punt, Pass & PICK 


Wilcom* to th* North County Now*' wookly lootball prodictlon contoot. No purchot* 
It nocotoary. To play, predict th* winner* ol ALL gam** listed each week by circling 
th* team you predict will win Ih* gNM*. Writ* In your actual predicted acor* ol th* 
tiebreaker gam*. 

A caah prize ol $25 will be awarded weakly lo th* entry that correctly predict* th* 
moat gam**. In th* event ol a lie, Ih* $25 will be split. Winners will be announced In 
th* following week'* North County News. 

THE GRAND PRIZE: All enlnos throughout the season (ttie contest lasts 10 weeks) will be 
entered Into a grand pnze drawing lor $100. 

RULES: The North County News Is In no way responsible or liable lor lost entries, and all 
entries become the property ol North County News. Entries will be judged Monday lollowing 
the week's play and winners will be contacted by telephone. Employees ol Freedom 
Newspapers Inc.. Golden West Publishing and their Immediate lamilles are Ineligible. You 
must be 18 years ol age or older to enter. One entry per person, per week Original cut-outs 
or taxes only No copies. Entries must be postmarked by Thursday ol each contest week. 
The judges' decisions are linal (Second team listed I* th* home team) 

Saturday, Sept. 12 
Mountain View vs. Whittier Christian 
So Calil Christian vs. Orange Lutheran 
Temple Christian vs Heritage Christian 

JUNIOR COLLEGE 
Saturday, Sept. 12 

Rancho Santiago vs. San Diego Mesa 

COLLEGES 
Saturday, Sept. 12 

Cal State Fullerton vs. UCLA 

PROS 

Sunday, Sept. 13 
New England vs LA Rams 
LA Raiders vs. Cincinnati 

TIEBREAKER: 

_vs. Villa Park_ 


PREPS 

Thursday, Sept. 10 
Santa Ana vs. Esperanza 
Anaheim vs. Fullerton 
Western vs Loara 
Friday, Sept. 11 
El Dorado vs. Century 
Katella vs. Magnolia 
Brea Olinda vs Buena Park 
Savanna vs. Garden Grove 
Villa Park vs. Valencia 
Mater Dei vs. Servile 
La Habra vs El Modena 
Canyon vs. Sonora 
Sunny Hills vs. La Mirada 
Rancho Alamitos vs Troy 


Valencia 


NAME. 


ADDRESS. 


CITY. 


STATE 


_Z1E_ 


DAYTIME PHONE! 


TO ENTER: Drop your entry oft at our office, 1771 S. Lewis St., Anaheim, or 
mail to NORTH COUNTY NEWS, P.O. Box 70004, Anaheim, Calif., 
92825-0004. You may also fax your entry to us at (714) 704-3748. 


age junior varsity players for his 
three doubles teams. Cornay is 
seeking to replace three doubles 
players lost to graduation. 

El Dorado finished second to Los 
Alamitos in the Empire League 
standings a year ago. 

Most of the uncertainty has to do 
with the limited amount of practice 
time Cornay has had to inspect his 
new team. El Dorado has met un¬ 
der the coach’s guidance since 
Aug. 24. 

Leading the group of most likely 
candidates for the six doubles 


YOUTH SOCCER 


openings is senior Tempa Rainey, 
a returning varsity doubles player. 
Kristy LaMadrid, Monica Harsey, 
Amanda Miller, Sarah Tobias and 
Cleo Chang are also favored. 

If any of those fall through the 
cracks, though, Cornay said: 
“We’ve got 25 players out for JV, 
so there’s a good pool of talent to 
draw upon there.” 

Singles is less of a worry. 

The Golden Hawks are filling the 
void of graduated 1991 No. 1 player, 
Ann Surapurik, with her sister, 
Linda. 


Linda’s promotion from No. 2 to 
the top spot led to her sophomore 
sister, Susan, ascending to No. 2. 

Junior Jennifer Liao is El Dora¬ 
do’s No. 3 player. 

“Their mother is what I call a 
perfect tennis mother,” Cornay 
said. “She takes them all over.” 

Cornay, who contacted El Dora¬ 
do girls athletic director Sally Re- 
clusado after hearing about the job 
opening from a player’s mother, 
plays tennis in local senior singles 
tournaments. 


Local JUSA squads win 4 titles 


By Lance Pugmire 

North County News 

JUSA Select, the North Orange 
County youth soccer club featuring 
boys and girls players from Pla¬ 
centia, Yorba Linda and Anaheim 
Hills, won four championships Sat¬ 
urday at its 12th Annual Labor Day 
Kick-Off Tournament. 

Played at Placentia and Yorba 
Linda sites such as Tuffree Junior 
High, Kraemer Junior High, 
Esperanza High and Yorba Linda 
Middle School, the first weekend of 
the two-weekend tourney featured 
games for players under 15 and up. 

In under 16 girls action, JUSA 
Select claimed its lone girls title 
with a 2-1 victory over Torrance 
United. 

JUSA Select was unbeaten in its 
four championship appearances. 


VALENCIA: 

FROM A28 

will be a good matchup for both of 
us." 

Despite the coaching change, 
there will be continuity in that de¬ 
partment. Osborn said the keys to 
winning are the same as when he 
played for Valencia as a senior in 
1983. 

“We just want to make sure the 
basics are strong and we’ll put in 
the plays later.” 


KITCHENS 


Nobody Does It Better...For Less! 


LET US REFACE 
YOUR CABINETS & 

SAVE 50% OF NEW 
CABINET COST 

INSTALLED IN JUST 3 DAYS!. ..We’ll strip your old cabinets and 
reface all exposed areas in your choice of wood or formica. We install 
new doors, drawer fronts with new hardware. 

WE RE ALSO CUSTOM KITCHEN REMODELERS 

Partial or complete we specialize in all phases of kitchen remodeling... 
professional, registered kitchen designers will help plan your new 
^ kitchen from concept through completion. 

L£dk Kitchens Inc. 

2467 E. Orangethorpe Ave., Fullerton, CA 92631 Shop-AT-Home service or visit 



, Stale Lie. No. 620995 


Cedarwoods Bus. Park 


a-lMYtiTsTAT. (714)992-8096 


In boys games, most valuable 
player Todd Stearman of Anaheim 
Hills scored two goals in the final 
as JUSA Select’s under 16 boys 
gold squad posted a 5-0 win over 
the Hollywood Jets. 

Mark Zubiate was the standout 
in under 16 boys silver play. In four 
games, the JUSA Select Cougars 
goalie compiled four shutouts — 
the last one coming in a 1-0 final 
victory over Alta Loma’s Califor¬ 
nia Heat. 

JUSA Select’s S.C. Real scored a 


2-0 win against Escondido’s 
F.A.F.O. 

There were 118 teams which par¬ 
ticipated last weekend. JUSA Se¬ 
lect had at least one team repre¬ 
sented in each of the first week¬ 
end’s 13 divisions. 

The tournament, recognized as 
the largest junior soccer tourna¬ 
ment in Southern California, con¬ 
tinues with action Saturday 
through Monday. 

This weekend’s games feature 
boys and girls under age 14. 


DAEXOrS 




HOME 

_ Spaghetti 

IJi^LIAN^ESTAUIRANT^J li-igl QarticBread, 
Soup ~ ' 


14»U N. KRAEMER BLVD. 

Al Yorta Unde BM. bKhtwi E> Toni« 


of the 1.95 BREAKFAST SPECIALl 
etti Dinner gg 0 

®^'c6read, g Eggs. T«tef Chunks 
) or Salad a slice of Toast 


Placentia«Sun 4-9 pm; M-TT^^m-^ mjFf^^nfi-l^ni^aL^im-^ni 


CHANGE 
FOR THE 
BETH 

Now's a good time to chonge your cot's eating habits. And introduce him to the 

health benefits of Science Diet* feline Momtenoncei* If avoids excess levels of 

magnesium that the veterinary nutrition experts ol Hill's® believe may harm cots 
over time. Moke o chonge for the better. Try Science Diet today! 



Only $ 1 

35 ^ 

Reg. *23.95 ^ 



Yortoa Linda Feed Store 
3782 Rose Drive 
(1 block North of Imperial) 

Yorba Linda 
524-3222 I 


■ 


SCIENCE DIET 


H 


oswM or (Xii^AsiikCuvi ccavMNv 

















PUBLIC NOTICES Public Notice Advertising Protects Your^^ightToJOio^ 


PETITION TO 
ADMINISTER 
ESTATE OK; 
Artemk) Pai 
CASENO. A16S63U <i 

To »U heirs, 

bencficiines, credilors, 

c«niin(cm crcJiion, inJ 

Bk’fions *ho miy ' 

t>c inleresled in Use will or 
esuic. or boUs, of: Anemio 
P»z 

A PETITION h»5 been * 
rUed bv Minuel M. Pai us 
Use Supenor Court of ‘ 
Cilifoasia, County of ‘ 
ORANGE. ‘ 

THE PETITION requests 
lhai Manuel M. Paz be 
appointed as personal ' 
repreaenutive to aonimisler < 
the estate e rf the deceJent < 

THE PEimON »e<|uesu 
the decedent’s WtlX and 
codicils, if an^be admitted 
to probata. Tm wiU ^ 
any codicils aie available 
for examination m the fde 
kept by the court. 

THE PETITION requesU 
auihonty to administer the 
estate under the 
Independent Administration 
of Stales Act. (This 
aulhonly will allow the 
personal representative to 
lake many actions without 
obtaifung court approval. 
Before taking certain very 
important actions, however, 
the pcnrmal representative 
will be required to give 
notice to mlcresied persons 
unless they have waived 
notice or consented to the 
proposed action.) The 
independent administration 
auihonty will be granted 
unless an mteresied person 
flics an obwciion to the 
petition ano shows good 
cause why the court should 
not grant the auihonty. 

A HEARING on the 
petition will be held on 
October 1. 1992 at l;45 
P M. m Dept. 703 located 
at 341 The City Dnve 
South. P.O. Box 14171. 
Orange. CA 92613*1571. 

IF YOU OBJECT TO 
the granting of the petition, 
you shoulo appear at the 
nearing and state your 
objections or file wniten 
obtections with the court 
before the hearing. Your 
appearaxKC may be in 
person or by your allomey 
IF YC)U- ARE A 

CREDITOR or a contingent | 
creditor of the deceased. ; 
you must file your claim 
with the court and mail a 
copy to the personal 
fcprescnutive appoinlcd by 
the court wiUim four 
months from the date of 
first issuance of letters as 
provided in section 9100 of 
the California Prol>ate 
Code. The time for filing 
claims will not c^ire 
before four months from 
the hcanng dale noticed 
above. 

YOU MAY EXAMINE 
the file kept by the court. U 
you are a person interested 
In the estate, you file 
with the court a formal 
Request for Special Notice 
of the filing of an inventory 
and appraisal of estate 
asseu or of any petition or 
account as wovided in 

MCtioo 1230 d Um 

OiliftJftiii Pft)b«le Ctrid. A 

Request for Special Notice 
form is available from the 
court cleilt. 

Attorncf for Petitioner: 
WILLIAM E. 

SZCZEPANUK 
4085 Long Beach Blvd. 

Sle. A 

Long Beach . CA 90807 

Published Placentia News 
Times 

Sept 3, 10. 17 1992 2.3 168 


CALL 

CLASSIFIED 
TODAY! 
(714) 282-9705 


FU’TlTlOrS 

BrSINKSSN.\ME 

ST.ATKMKNT 

K.S39528 

Tho foHovkmg pors4>nisi art' 
doing busiiH*jc< 

|.;i Rt)PK\N F\PRKsSMON> 
4035 Selkirk (<Hiri 
Orttss. Calif. 00030 
I PkTRIt UliKORI.K 
4035 Selkirk Caurt 
i yftrss Calif 00030 
This btninrsis is landucied b> 
an indutdiAal 

The regDOranl raminewed I# 
iranjaaci busioesi* under the flc- 


FICTITIOI’S 

BrSINKSSNAMF 

ST.VTKMFNT 

F.^39844 

The folUming piT>M*n(Ni art* 
doing busint’s.'* a.s 

vt\( s TOHINt. 
tStv*)! Keach Klvd 
llunungton Bt'ach. CaJif. H2H47 
1 1 M.WLIXFKNBKKV 
214T2 Miramar 
Mission Viejo. Calif. 92tJy2 
• 2 UH IS l.CXKNBKRY 
21472 Miramar 
Mission Viejo. Calif. 92ftl2 


FICTITIOUS 
BUSINESS NAMK 
STATEMENT 
Ff>399t>8 

The following |H'rson(si are 
I doing husines.s as 
I J C, SPORTS 

[ 55;M1 Linclon .4ve 

O’prevs 1‘alif. 9 (Xk 1U 
( 1 M.ANHYKCni.NC 
I 215 N Ceneca Or 
' Walnut Cahf. 91719 
' This busineSsS is wndiH'ted by 
I an individual 


The registrant commenml to an individual 


FICTITIOUS 
BUSINESS NAME | 
STATEMENT j 

F53980b ' 

The following ^H'rsoms) are 
doing busim*s5 a.s 

Ol.DMltl.SKKVKFS 
9100 (iregorv St. 

Cvpress. Calif. 90030 
I J M F S S H \ M N 
HOLLFNBFCK 
9190(<regor> St. 

CvpreNS Calif, 90030 

This businevs is ( ooducted b> 


FICTITIOUS 

lU'SINES.SNAMK 

STATEMENT 

K.'VHWIH) 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F54<)192 


listed abuve on January 1900 
S PYTRK 1% t.FORIiH 
This suiement was filed wilb 


I iieswe w - 

the Cauntv Clerk of Orange listed above on Augu.sl 1 199*. 

• -- S M.XXLL’XKNBKRY 


( auntv on Juh 37. 1993. 


.Mission > lejo. vaiu . mv «... - — — i . . 

This bu.sines.s us inducted b> i Iraasa l hmuness uli<k-r the Rr I The rr«Klranl i-onme^ to 
ir.re-..™™*- — „„.„l oarlnership Uhous bu 5 im.ss name or names i transact business under the fk 

'";r.t;j^"™\ATusu T9^r .hr"o'unr>Trerli or orange | 

w \iav I I'XKNHFRY ; Counlv on Jul> 1992 lhe(«unl> t lerk of Orange 


S M.AN HKCHl'NC. 

This siatemt'nt was Hlcil with 
the County Clerk of Orange 
County on Jul> 1992 


S M.AX LC.xr.Mir.ni j vouiuy mi s»ui? -• 

This slatemem was filed with 1 Published Placentia News ‘ 

.... .1 SIS_ 4'>7 c.sisi ‘I in Piihli«h^d Placentii 


■OTICI OF TMUTIft MU 

T I Mt ft432l 

YOU AW IN DEFAULT UNDER A 

deed of trust, dated AfWL 24, 
IMA UNUSS YOU TAM ACTION 
TO PROTECT YOUR PROPERTY IT 
WtYKSaOATAPUSLICSALE IF 
YOU NEED AN EXPLANATION OF THE 
M7URE OF THE FROCEEDINS 
against you. you should CON¬ 
TACT A LAVYYER 

OnSEPTEMHR 4. 1N2 M«4S 
AIA ROSERT E WEI« incorpo¬ 
rated m 9*1 WPOinINl TniHAA 
undw md pvreuant N CNid of Tnids 
mKN RKHARO A SAUSEDO ANO 
RHONOA L SAUSEDO. IRIStANC 

ANO WFE, an«l 10 ddcun Ml mddW- 

UHM « W ol THE LOAAAS i 
NEnLETOR CONPANY. now ownsd 
Hid IWA) by FEDERAL NATIONAL 
mortgage ASSOCWTION lOconlHl 
APRIL 30. IMA, M ml No M- 
I7703t, ol OlticHl RooonH n tho 
adin ot Iho CotiMy RocsidH ol 
orange County. SUM ol Coldomii 
yyiu SELL AT PUHIC AUCTION TO 
highest bidder FOR CASH 

iPoyoM « turn ot bN di lawlul 
nmy el no UmM StalBl AT THE 
MAIN INORTM) ENTRANCE TO THE 
COUNTY COURTHOUSE. 700 CIVIC 
CENTER DRIVE WEST SANTA ANA 
CALIFORNU Nl nglA. WN HKl inIM- 
Mt consoydd to Hid now held by A 
ufMM Hid Oidd el Tnifi M the pffip- 
Hty iitueted n end County end Sute 
deecnOedM PARCEL 1 LOT 33 AS 
SHOWN ON that MAP OF TRACT 
1007S AS PER MAP RLED IN BOON 
ABB PAGES 2« TO 33. waUSIVE. 
OF MISCELLANEOUS MAPS IN THE 
OFFICE OF THE COUNTY RECORDER 
Of SAID COUNTY EXCEPT THERE 
FROM ALL OIL, GAS MWRALiANC 
OTHER HYDROCARBONS, BELOW A 
DEPTH Of 500 FEET, WITHOUT THE 
RIGHT Of SURFACE ENTRY, AS 
RESERVED IN INSTRUMENTS Of 
RECORD 


1 Count) on July 28. 1992 
33-110 Published Placentia News 

-; Time.s .August 20.27 Sept. 3.10 

1992 

III 23111 


AT YOUR 
SERVICE... 
DIRECTORY ^ 
SERVICE. 

TO LIST YOUR 
SERVICE 
CALL 

(714)634-1567 

NOTICE OF TRUSTEE’S BALI 

Y I Mu A4I4B 

YOU ARE IN DEFAULT UNDER A 
DEED Of TRUST, OATEO July 30. : 
1»«0 UNLESS YOU TAKE ACTION 
TO PROTECT YOUR PROPERTY, IT j 
MAY BE SOLD AT A PUBUC SALE If ! 
youmeedanexpunationofthe , 
nature of the proceeding ■ 

AGAINST YOU. YOU SHOULD CON¬ 
TACT A UWYIR 

On SEPTEMBER IB. 1M2 N B AS 
AM, ROBERT E WEISS INCORPO¬ 
RATED. H duly ippoiniH) TniMH 
undH Hid pureuanl to Deed el Tfuet 
nwle by TERRY F EVERS AND JULIE 
ANN EVERS, huehend ind wde, m 
loil tenentt, jiven lo eeewe vi 
mdebtedneet in li»r ol 
HOMESHELTER. INC A Caldoma 
corpontion now owned wd held by 
lOMAS MORTGAGE USA INC. 
lomwly THE LOAAAS t NEHLETON 
COAAPANY fMorded Auqiilt I. IBM. 
M ihtl No M-AIBS2C. ol ONiciAi 
Recorde m the oNice ol the County 
Racoidw ol Orange County. Stele ol 
Celitornie. WILL SELL AT PUBLIC 


ARE YOU 
OPENING A 
NEW BUSINESS? 
REMEMBER TO 
FILE YOUR 
FICTITIOUS 
BUSINESS NAME 
STATEMENT 
CALL OUR LEGAL 
DEPARTMENT 
FOR MORE 
INFORMATION 
(714) 634-1567 


Times. August 13.30.37 Sept. 3. 
1993 

33-113 


AT YOUR 
SERVICE... 

DIRECTORY 

SERVICE 

TO LIST YOUR 
SERVICE 
CALL 

(714) 

634-1567 


The fnlUiwing [H-rsnnl.sl are The folli 
dtiing busmes-v a.s tiding busin 

t.I.K \S.S(H lATKS FISH 

; I.I.K. WORD PRtH KSSlNt; Al 

(il.KSKRVHKH Imm 

' ta.F: F IN WTAI. 1 AHTIUT 

At c ot NTlNt; A boiden 

(il.F: ASStK lATKS \N1» Irvine, D 

»t)RI> PR(H FlSSINt; This buai 

(il.F: ( OMPI TFIR aniiaiividii 

(ttNSl I.TANT The regl: 

, GI.F; B(N»KKF;f;PIN(. tran.sail hi 

26 :«IN CrandAve 0228 titious bus! 

I Santa Ana, Calif. 92705 listed abov 

i I (iKHARDOPFINA S AH 

j 401 VI l.a Veta *120 This slal 

Orange. Calif. 9'2ti66 the CounI 

I 2 E:STIIF:KCHAVKZ Counlyon 

i 2639 N Grand Ave 1)228 Publishet 

Santa Ana. Calif. 9-2666 Times Aug 

This busines-s is ainducud by 3. 10. 1992 

' a general partnership _ 

The registrant eommeiieed lo 
Iransael business under the fie 
liUous business name or iiamtyt 
llsUxl above on August A. 1992 

S C.KKAUIHI PKNA OP 

Thi.s statement was filetl with 
the County Clerk of Orange NEW 
County on .August 4. 1992 DCfcJ 

Published Plaoentia New-s Htm 
Times August 20.27. Seplemtwr pi ■ 

3. 10. 1992 


The following jH’rson(s) are 
doing business as 

KISHKK S5STKMS 
4 lioklen Star 
Irvine, (.'alif. 92714 
I AHTHI'RS FlSIlKIl 
4 tiolden Star 
Irvine.Calif.92714 
This busint*ss i.s ronduclevl by 
an imiividuul 

The regi-straiU commenred lo 
tran.saLl business under the 5e 
titious busincs.s name or names 
listed abi)vc on August 2. 1992 
S AKTHCHFISHKH 
This statement was filed with 
the County Clerk of Orange 
County on August 3. 1992 
Published Placentia News 
Times August 20. 27 SeptemU*r 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F540240 

The following pv'rsonis) are 
doing business as: 

SEI K STrtRAtiK 
RROKKR.ACK 
21772 Taliot' l.ane 

Lake Forest. Calif. 92639 

1 HOBKHL BFNNFRJH 

21772 Tahm* Lane 
Lake Fort*sl. Calif.. 92639 
This bu.sines.s is conducU'd by 
an individual. 

The registrant aimmenced lo 
transact business under the fic¬ 
titious business name or names 
lislitl alxive on August 3.1992 
S ROBKRT L BKNNKR JR 
This statement was filtnl with 
the County Clerk of Orange 
County on August 3. 1992 
Published Placentia Nows 
Times August 20.27. September 
3. 10. 1992 

23 117 


YOU ARE IN DEFAULT UNDER .A DEED OF 
TRUST DATED OcIoIht 11,1991 UNLESS YOU 
TAKE AC TION TO PROTECT YOUR 
PROPERTY. IT MAY BE SOLD AT A ITBLIC 
SALE. IF YOU NEED AN E.XPLAN.ATION OF 
THE NATURE OF THE PROCEEDING 
AGAINST YOC. YOU SHOCLD CONTACT A 
LAWYER. 

NOTICE OF TRUSTEE S SALE 
T.S. No. 57817 
Loan No. BOYES 

NOTICK IS HKRKBY CilVEN. that on Thursday. 09 24 1992, 


BUY IT. 
SELL IT. 
FIND IT. 
PEOPLE READ 
CLASSIFIEDS. 


ARE YOU 
OPENING A 
NEW BUSINESS? 
REMEMBER TO 
FILE YOUR 
FICTITIOUS 
BUSINESS NAME 
STATEMENT. 

, CALL OUR LEGAL 
DEPARTMENT 
FOR MORE 
^ INFORMATION. 

! (714) 634-1567 


NOTICE OF TRUSTEE'S SALE 
! Loan No. 8370751 CRAWFORD 
i T.S. No. L137421 
j UNIT CODE L 
AP# 344-035-14 

AMKHICAN SKCl'RITIKS COMPANY 
as duly aptMiinlt'd Tru.stw under the following descnbtHl deed of 
trust WILL SKLL AT PCRLIC AUCITON TO THK HKiUKST 
KIDDKK FOR CASH (in the forms which arc lawful tender in the 
L’niled .States) and or the cashier’s certified or other check.s 
s(H*<-ifii‘d in Civil Code Section 2924h (payable in full at the lime of 


NOTICF IS H FRF BY (ilVEN that on Thursday. 09 24 1992. siH*<irn*d in ( iviH ode section 2»A,4n ipayaoo lu iufiaii un vmix x • 
at loot) A M of said dav at IN THK AKKA SKT ASIDE FOR sale) all right, title and inlersl conveytHl lo and now helil by it 
CONDICTINC. TRl'STKFS SALKS W ITHIN THE OKFICES under said Dot'd of Trust in the pcirpt'rty hereinafter destrtiiod 
1)1- HESS FIN ANCIAL CORH)RATION. LtK’ATKD AT 180ft TIU STOll F.YONE D CRAWFtmD 

.-I‘... c-t i-T-i.- iius .K-,-r.iv rtf viAVTA AVA ovvi'i-'iriAMV DIVKHSIKIF.D FFNDlNti. INC recorded 


i»r itr.'B.'s r i > -A sv ii-st. X wivt A'A»)-» > -. 

SOKTll BKOADW AY. Sl ITK 100 in the I lly of SANTA AN A 
Counlv of OH ANllK Slate of Cahfornia 

JltlKINANtTAl.SF;RVU'F;Smi(lulyappoinledTrusle»’under 


nCaCf'YCW xe- m-l , «| I BT pBiai If . J'VV r l.^.-V.SFV l/V». Or.r\> iX r..T4W<xiuij ... . ■ 

RCCOFtO ..ciuc AlirTtnN to highest bidder for i and pursuant lo the power of sale conferred m that certain IH-eil 

?^?S8T*AR.^*T?S!;n SStTga^H H SI- O^HI. « ! ofTrus, execuUul by KOBKRT C BOYp, A M AKRIKI. M AN AS 

PARCEL t OVER LOTS » through -wlut monay ot It-UniHd SlalH) ll : Ills SOI.F. ANU SF.I’AHATF. t’KOPF.KTY . . 

J INCLUSIVE OE SAID TRACT FOR Iht Mnn (north) Hitranea lo lh« Heiorded 10 17 IIISI. in Book ,. of lllficial Rerorib of said 
INGRESS EGRESS AND ENJOY- County Courtliotm. 700 Cme CanlH j founlv. al page . Recorder s Instrument .No 01 56 1 266, by 
MENT AS SET FORTH IN THE DEC- Driw Wool, Sartl Ana. Calllomia all | reason of a breach or default in paynienl or (x-rformanre of the 

LARATiON Of RESTRICTIONS RE- nghl. tgla and inlaraM wnwytd to i six urwl Ihereby. including the breach nr default, No 

CORDED IN BOOK 13B19 PAGE and now hold Oy A undai Hid Daad ..Huh wa.s rcrurdixi (14 02 1092. as Rei orderMnstrument 


PARCEL t OVER LOTS A THROUGH 
J IMXUSIVE, Of SAID TRACT FOR 
INGRESS EGRESS AND ENJOY¬ 
MENT. AS SET FORTH IN THE OfC- 
LARATiON Of RESTRICTIONS RE¬ 
CORDED IN BOOK 13BIB PAGE 
107B OEEKUtl RECORDS OF SAID 
COUNTY. CAUfORNIA 

Tha Mraal addnH and oBih 
comnon daaigiwioii, • any. ot Iha 
iHl pmoarty OmcnbH aOoM « 
puraortadtoOa 1B5BBELMONT CT 
PLACENTIA. CA 

SHd lalt ani ka madt. M wdh- 
oiK corananl ot warraiKy. optoH ot 
n-hod. itgHdmg Mlt. oooooooton. 
Of HKunWnticH. to poy tho rtmom- 
Ing gnncloN oom ot tho notoft) 
ttcurad by SHd Dood ot loM. wth 
nNntl Ihonon. H ore-dod m laid 


ol Tru« m Iht piooody aduatid m 
laid County and Stata daaenbod M 
Lol t6 ol Trad No 30BV H pot tAu 
rtcordod in Book ttO, PagH 20 and 
21 ol Macallanooua Mpf. in Iho 
ONica ol tho County Rocoidtt ol nid 
County 

Tho itfool iddraa and olhot 
common dooignation. it any. ol tha 
ml prooorty daoenbod abOYi « 
purportad to bo SIB Ruby Onw. 
Ptaconlia. CbMoma 

Said nia will bo mado. but with- 


•*« Ul rxj inri x-xx.? . tltx ayasa.a.^ ...» ... 

tire of which wa.s rcrurtlixi (M 02 1092. as Recorder's Instrument 
No 92 206.307 in BiHjk at Page Wll.l. .SKI.l. AT I’l Bl.R' 
AlCTION TO THK IIICIIKST BIIIDKK KOR L'A.SII. lawful 
money of Ihe I nitetl .Slates, evidencixi hy a l ashier'.s Check 


money ol me i niieti siaies. e.iiien..». .... a .......... ... ...... ..... . 

drawn on u slate or national bank, or the t*quivalent lherc<»f 1 A LAWYEH 

.... ...Srtrtina..l in CAwliiYn 5102 i I f r. wl rrtrti 


HKNKKIITARY lilVKKSIKIKl) KlINDINC. INC recorded 

August 16. 1990 as Instr No 90 435661 In lliMik . I’ageof 

llffirial Htssirds in the olTice of the Recorder of Orange County; 

said d(x-<l of trust describes in Ihe following proix-rly 

LOT 31 OK TRACK NO 7283 , IN THK CITY OK IT.ACKNTIA, 

COl'NTY OK OHNAOK. STATK OK CALIFORNIA. AS I’KK 

MAP HEXOKDKl) IN BIHIK 292 PAOEHS) 1.2 ANI)3OK .STATK 

OK MISCKI.LANKOllS MAI’S, IN THK OKKICK OK THK 

COl'NTY RKCOKIIKH OK SAIDL'OCNTY 

YOC AHK IN IIKKAl’I.T CNOKR A DKKDOK THl ST IIATKl) 

ACCI'ST 2. 1990 Nl’NI.KSS Y'Oll TAKE: ACTION TO PIIO- 

te:ct yocr phopkrty, it may be: sold at a plulic 

sale: IE YOI NKKDAN KPLANATIONOKTHKNATLIRKOE 

the: PRIH kkdinc acainst you. you should contact 


ISm blmioH undAt IhA Old eomiHit oi warranty. axpraH Of 

om ot i«l Dood ol Trail. loH. rmphod ragardmg litlo. potoooiion, 

chafOHind-fpofitHOltl-TradlH ot oncumbrancao. to pay tho ran-in- 

Thi lotN amount ot Iho unpaid ing pnneipal aum ol Iho nolt(i) 
balanct ol tot obbgdioa oocund by itcurtd by uid Dood ol Trad, with 
too propofty to bo lold and rtaton- inland thanon. h prowtid m laid 
iMa admlad cods. HpanoH and nota(A|. advancM. A any. undd toa 
advaiKH d tha hna d toa uubal Isrma ot nid Oaod ol Tfidt. lo« 
pubNedion ot too Notm ol Solo • chargMandnpofiOMOIIhf TradH 

HaajtoMM Thm Brt*«l tofnniiitl Ibl Um iifUIStH 


□ rawn a Slallt.- Ul ll*lia»*ii*ii a.mt.H, SCI ...» . . . . 

drawn on any other financial inslitutlon syx-cified in section 510.. 
of Ihe California Kinanrial Ccxie. aulhoriuxi to do busine.ss in the 
SlateofCalifornia. ALL PAYABLK .AT THK TIMKOK .SALK, all 
right mie and interest held by il as Trustee, in lhal real property 
.iluate in said County and Stale, described as follows 
LOT 65 OK TRAC'T 4681. IN THK (TTY OK I’L.-ACKNTI A. AS 
PE'K MAP KE:C0RDKD IN BOOK 171. PAOKS IBTHROlTili 19 
INCLCSIVK. OK MISCKI.l.ANKOCS MAPS. IN THK OKETCK 
OK THK COl'NTY If KCORDKR OK SAID COUNTY 
KXCFPT THFRKETiOM ALL OIL, (LAS. MINKRALS AND 
OTHKR HYDRIM'ARBON SUBSTANCKS LYINC BKLOW A 
DKPT OK 500 KKKT WITHOUT ANY RUiHT TO KNTKR UlSIN 
THK SURFACE OR THK SUBSURFACE OK SAID LAND 


i.rt »» I r.»\ 

•■(If a streel address ol common designation of pro[MTly is shown 
above, no warranty is given as to its compleleness or 
(sirris lness)' The benefiriary under said IHx-d of Trust, by 
reason of a breach or default in the obligation secured thereby, 
heretofore exis-uUsi and delivertsl lo Ihe undersigncsl a written 
IH'daration of Itofault and IK-mand for Sale, and written nolire of 
defaull and of election to cause the undersigned lo said notice of 
default and of elix-tion to lx* recorded May 1. 1992 as Instr No 
92 289621 InBook .Page .ofOITlcial Rlx-ordsinlheofTireorihe 
recorder of OR.ANIIE: county; 

Said Sale will be made, but without rnvenanl or warranty, ex 
press or implied, regarding tllle pos.session or encumbrances. In 
pay the remaining principal sum of the nole(s) seeunxi by said 


THE’ SURFACE OR THK SUBSURFACE OK SAID KANO pay the remaining prinelpal .sum ol me noieisi sefunsi oy sa 
ABOVE A DEPTH OF .500 F EET. AS PKOVIDED IN I.NSTKU- deed of Trust, with inlerest as In said note provided, advances, 
yjt-KTSflK HE’CORD any. under the terms of said IXxxl of Trust, fees, charges ar 


II 44.700 B2 

Thi bAf-fieiAiY undAf oaid Dood 
ol Trail homolon iHciAod ind 
Mntrad to too undtralgntd i wfN- 
ton NobCA ol DilbuN ifid Eloclion to 


Tho tool amoum ol tho unpaid 
balanct ol Iho obkgalion oocjrad by 
too preporty to bo odd and raaaon- 
iblf actimalad cotta. axponaH and 
adrancH al toa tin- ol too mgial 


ton Noiioi 01 uwaua ano oHiwn w adrancH at mo nnw oi mo mxiai 
Sol Tho iHidtnigntd cauoad tai4 publication ol tha Nolica olSalta 
Nolko ol DMauN and Elaclion to Sal stsB.21B S6 


to bo raeofdtd H too eouily wiwn 

too ml praporty li locHtd 
DHr JULY30.IBB2 
RMtRT I. WEIBB WCORROIUTEB 


Tho btfiMiciafy undti nid Dood 
Trait horatolora oacuted and 


„l Ynai baratolora axaculed and i regarding title, possession, or omer emunn.iam..’ 

B92 dNivOfld to Iho undtraignod a wnl- | unpaid ohiigalions secured by said Deed of Trust. wHh inlerest 

WCORROIUTED Iff) Notm ol Dolaul and Election to and other sums as provided therein, plus advanres. if any. 

H OHF TrtfOlOO r^l l TIu ..lufArainnaX —iimH CSiH ! i XArounXcr ..nH interest theceon. and DIUS fCCS. rhaCgCS, and 


oib Robort f IVbiH mtoieor^ PHplc g| opiaul and twclion re son ; expenses of ihe Trustee and ol me irusis creai™ u 
Om» ^ g, raeofdod In too county when f T(,e loial amount of said obligations al Ihe 
C»mt.CA 91/24 (tit) Ih# f«l proptrty • oublication of Ihis Noiice is $23,643 66 


OHFPiwiiB tan Nolict of MmiI «nd EMdion to i and other sums as proviaco increin. puis au.n.i.vN. i. 
titidTnutm 30 || Xha undorwonad cauaad aaid ! thereunder and interest thereon, and plus fees, rharges. and 
IfKOfpcnM ind Etartion lo Sail ; pxwn.ses of the Trustee and of the trusts created by said Deetl of 

nmOtkaOtrm .. . - ei^ I * ^ er.e.j ..es.,0 iVxrt I,mo of initial 


^Cni4 Kimatnmn 

APom9f»n^Ag$nlhrTnf$lm 

C170411 

Published Placentia News 
Times Aug 20. 27. Sept 3. 
1992 423'119 


too ml pmporty ■ localod 
Dole AUGUST 24.1H2 

ROBERT E. WEM INCORPORATED 
utudTnHUt 

e/o Aoboit E Wm$ IneorponM 
l20mti0tt*Drm 
Com*C*9IT24tm)»>’-^ 
If Cm A Kmatnmn 

AiDrmf ltd Aa^ lollnmm 


AllofmfondAgtnIhfTnm 

C17B7M 

Ehibllahed Placentia News- 
Times August 27, 
Septembers. 10.199223-161 


_PTD Or MK) r rar) I. Aft rtsv.7v u/rrix I• fipt*u ui i rusi. wmi um-nomix lai ..-'sx k-'.... 

MENTSOF RECOKI) any. under the terms of said I><*e<l of Trust, fees, charges and 

PARCEL NrMBER;336 391 33 expen.ses of the Trustee and the trusts t reated by said Deed of 

The street addresa or other common designation of the real Trust 
orooerty hereinabove described is purporti*<l lo be Said .sale will be held on September 17, 1992. at I 30 p m. in the 

2^0 HAMER DR lobby lo the building loealetl at 6ftl South Lewios St Orange. 

FI AFENTIA ('A (’alif.92668 

The undersigned di.sclaimsallliabilily for any incorrectness in At the time of the initial publication of this notice, the total 
said street address or other common designation amount of the unpaid balanc e of the obligation secured by the 

Said sale will be made without warranty, express or implit*d almve descrdH*d dewl of trust and estimated costs. exiK*nses. and 
regarding title, possession, or other encumbrances, to satisfy the advances is $57.Ift0 86 

■ ‘ ‘ lions secured by said Deed of Trust, with interest it is possible that al the time of .sale the upc'mng bid may be less 
ms as provided therein, plus advanres. if any. than the total indebtedness due 
nd interest thereon, and plus fees, rharges. and Dated Augu.st 10. 1992 

le Trustee and of the trusts created by said Deed of AMEKK'AN SEt'UHITIKS COMPANY 

lal amount of said obligations at the lime of initial as said Trustee, 

•this Notice is $23,643 66 Hy; T 1) SERVICE COMPANY, agent 

5 ,j 992 By Crystal Espinoza, Assi.slant -Secretary 

JRC FINANCIAL SF'RVICES as Trustee 601 S Lewis St Orange, Calif., 92668 

SCTAL CORPORATION. A CALIFORNIA COR (714)38,5 4700 

POKATION. AS ITS AGENT IF AVAILABLE, THK EXPECTED OPENING BID MAY BE 
ALISA MOHRISE FORECLOSURE ASSISTANT OBTAINED BY CALLING THE FOLI.OWING TELEPHONE 
1800 North Broadway. Suite 100 NUMBERS ON THE DAY BEFORE THE SALE; (714) 38,5 48:17 
Santa Ana. CA 92706 or (714) 627 4865 
^ (714)953 6810 published Placentia News Times 

acenlia News Times August 27. September 3. 10. 1992 

10.17.1992 TAC 48.506 

g2.3-l69 g23 150 


FICTITIOUS 

BUSINESwSNAMFx 

STATKMFjNT 

F.'>39914 

The following person(s) are 
doing busine.ss as; 

NEl'BAl ER EI.EdRK 
.5401 Marietta Ave, 

(iarden (irove. Calif, 92645 
1, FRED NEUHAUER 
5401 Marietta -Ave. 

(ianlen Grove. Calif. 92645 
This business is conductiHi by 
an individual 

The registrant commenred to 
transact business under the fii’- 
titious business name or names 
lislt'd alxive on July 30.1992 
S FKEDNEWBACEK 
This statement was file<i with 
the County Clerk of Orange 
County on July 30. 1992 
Published Placentia New.s 
Times August 20. 27 Septemln'r 
3. 10. 1992 

_ 1123-11 8 

OKDFK TO SHOW 
CAUSE FOR 

chan(;eofnamk 

Ca.se No. 165.582 

Mary Anne St .lohn on be 
half of Kyan Dame) Walls has 
fill'd a (K-lilion in this court for 
an order allowing (X'ldioner to 
change his her name from 
Ryan Daniel Walts to Ryan 
Daniel St John. 

It IS hereby ordered that all 
(HTsons interested in the mat 
ler aforesaid appear before 
this court in Department No 
703 of the Orange County Su 
penor Court 341 The City 
Drive. South 
PO BOX 14171 

Orange. California, on Septem 
U'r 29, 1992. at 2 (X) o'clock 
p m . and then and lliere show 
cause, if any they have, why 
said pelitinn for change of 
name .shouhl not fn* granted 
It Is further ordered that a 
copy of this oriler loshow cause 
1 m‘ published in Saildlef)a< k 
Placentia .New s Times, a news 
paper of general circulation 
published in this countv at 
least once a week for four con- 
scH Utive weeks prior to the da.v 
of.said hearing 
Dale<l August 19. 1992 

TI LLY H SKVMOI R 
Judge of the Supenor Court 
Published Ptarentia News 
Times 

August 27. Septemln'r 3. H). 17. 

• 1992 

«23-l59 


publication of this Notice is $23,643 66 
Dated 08 25 1992 

JRC FINANCIAL SERVICES as Trustee 
HESS FINANCIAL CORPORATION. A CALIFORNIA COR 
POKATION. AS ITS AGENT 


Ihiblished Placentia News Times 
September 3. 10.17, 1992 


ARE YOU 
OPENING A 
NEW BUSINESS? 
REMEMBER TO 
FILE YOUR 
FICTITIOUS 
BUSINESS NAME 
STATEMENT. 
CALL OUR LEGAL 
DEPARTMENT 
FOR MORE 
INFORMATION. 
(714) 634-1567 
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PUBLIC NOTICES 


Public Notice Advertising Protects Your Right To Know 


STATEMENT OK 
ABANDONMKNTOF 
USE OF FICTITIOUS 
BUSINESS NAME 

Tho followinK person(s) have 
nbandoiUHl the use of the Kie- 
tilious Business Name: 

ATLAS MARILK ALTB 
(i.ASS 

VIAKKLTlNGtAS^Il 

I IS N. Standard Ave 
Santa Ana. Calif.. 9270r) 
The Kictitious Business Name 
referred to above was HUkI in 
OranKe County on July 27. 
1989 Kile No K42HS77 
Full Name of Kegi.strant: 

1 JAMKSI) DROST 
f)dS Park Dr. «58 
('osta Mesa. Calif. 92621 
This business was conducted 
by a individual 

s J AMKS 1), DKOST 
1'his statement was HUhI with 
the County Clerk <)n August 6. 
1992. 

I’ublishod Placentia News 
Times 

August 20.27, September 3.10. 
1992 

«23-122 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F540665 

The following person(s) are 
doing busintrss as; 

P.S. ELI-X TRIAI. 

1906 S. Hickory 
Santa Ana. Calif. 92707 
1 JOSE OSAR SALINAS JR 
1906 S. Hickory 
Santa Ana. ('alif. 92707 
This business is wnductwl by 
and individual 

The registrant commenced to 
transact busines.s under the fic¬ 
titious busine.ss name or names 
list(Kl alxne on August 6. 1992 
S JOSEOSCARSALINASJK 
This statement was filed with 
the County Clerk of Orange 
('ountyon .August 6. 1992 
Ihiblished: IMacntia News Times 
August 20, 27. Septeml>er 3. 10. 
1992 

«23-123 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F540476 

The following person(s) are 
doing business as: 

IKAIKA COMPANY 
15222 Warwick Cir, 
Weslmini.sler. Calif. 92683 

1 PAUL BRUCESKPHAN 
15222 Marwick Cir. 
Wi>slmiasler. Calif. 92683 

2 JOKE PRYflR 
One Manchester 
InglewiNKl. ('alif. 90301 

3 MONTFL B WILLIAMS 
3440 Woodrow Wilson 
Los Angeles, (’alif. 90641 
Thi.s business is conducted by 

a general partnership. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on August 4, 1992. 
PAUL B STEPHAN 
This statement was filed with 
the County Clerk of Orange 
County on August 4. 1992. 
Published: Placentia News 
Times 

August 20. 27. September 3. 10. 
1992 

#23-124 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541378 

The following p(‘rson(s) are 
doing business as: 

ANAHEIM HILLS ROYAL 
FURNITURE 
5150 E. La Palma #103 
Anaheim Hills Calif. 92807 
I JACKL SAMAHA 
25510 River Bend Dr. # G 
Yurba Linda. Calif, 92687 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on .August 13, 1992. 
S/JACK L SAMAHA 
This statement was file<l with 
the County Clerk of Orange 
County on August 13. 1992. 
Published I’lacentia News 
Times 

.August 20, 27. .September 3, 10, 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F540615 

The following person(s) are 
doing busine.s.s as; 

FIESTA M K X IC A N A 
RESTAURANTE 
31661 ('amino Capnstrana. Sle., 
201 

San Juan Capistano, Calif. 
92675 

1. JOSEF. ALVARADO 
25942 Damingo B-5 
('api.strano Beach Calif. 92624 
This bu.siness is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed alx)vc on August 5, 1992 
/S/ JOSE F ALVARADO 
This statement was filed with 
the County Clerk of Orange 
County on August 5. 1992. 
Published: Placentia News 
Time.s 

August 20. 27, September 3, 10. 
1992 

#23-125 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F540466 

The following person(s) are 
doing business as: 

EOAM MAN 
24421 Barrados Dr. 

Dana Point, Calif, 92629 
1 FRANK ULTIMO SR. 

24421 Barrados Dr. 

Dana Point Calif, 92629 

This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on N/A. 

IS! TRANK ULTINO SR 

This statement was filed with 
the County Clerk of Orange 
County on August 4, 1992. 
Published: Placentia News 
Time.s 

August 20.. 27. September 3. 10, 
1992 

#23-126 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F540967 


The following person(s) are 
doing business as; 

CASTEEL (GYM) EQUIP¬ 
MENT 

27758 Santa Margarita Pkwy # 
263 

Mission Viejo, Calif, 92691 

1 JESUS EDVARDO 
CASTILLO 

27758 Santa Margarilga Prwy 
#2611 

Mission Viejo. Calif, 92691 

2 ROBIN CASTILLO 

27758 Santa Margarita Pkwy 
#26:1 

Mission Viejo, Calif, 92691 
This business is conducted by 
husband and wife. 

The registrant commencetl to 
tran.sact business under the fic¬ 
titious busine.ss name or names 
listed above on August 10,1992 
S J. EDWARD CASTILLO 
This statement was filed with 
the County Clerk of Orange 
County on August 10. 1992. 
Published: Placentia News 
Times 

August 20. 27, September 3, 10. 
1992 

#23-127 


ATYOUR 
SERVICE- 

DIRECTORY 

SERVICE 

TO LIST YOUR 
SERVICE 
CALL 

(714) 

634-1567 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F,541086 


The following persoms) are 
doing business as: 
MILLENNIUM TECHNO¬ 
LOGIES 

16691 Gothard Ste, J 
Huntinglon Beach. Calif. 92648 
1 CHARLOTTE CARRIDO 
8802 Lander Cir 
Huntinglon Reach, Calif. 
92646 

2. BOBBY L HOLCOMB 
21662 Brookhur St. A 
Huntington Beach, Calif, 

92646 

3. NORRIS D ANDERSON 
7950 Howe #202, 

Paramount Calif, 90723 
This business is conducted by 

an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on N/A. 

ISI BOBBY L HOLCOMB 
This statement was filed with 
the County Clerk of Orange 
County on August II. 1992 
Published: Placentia News 
Times 

August 20.27, September 3. 10, 
1992 

#23-129 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F54I003 


The following person(s) are 
doing business as: 

KWD KENNY WELSH 
DRYWALL 
575 W 19thSt.C-229 
Costa Mesa. Calif, 92627 
1 KENNETH ANTHONY 
WELSH 

575 W 19lh St. C-229 
Costa Mesa. Calif. 92627 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
li.sicd above on August 11. 1992 
iSi KENNY WELSH 
This statement was filed with 
the County Clerk of Orange 
County on August 11. 1992. 
Published; Placentia news 
Times 

August 20.27, September 3. 10. 
1992 

#23-130 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F538753 


The following person(s) are 
doing business as; 

P. D. S. 

8772 Midbury Dr. 
Huntinglon Beach. Calif, 92646 
1 PHYSICAL DESIGN SYS¬ 
TEMS 

8772 Midbur>- Dr. 
Huntinglon Beach. Calif, 
92646 

This business is conducted by 
an individual. 

The registrant commenct*d to 
transact business under the fic¬ 
titious business name or names 
listed above on July 20. 1992. 

S, PAUL DEFEO 
This statement was filed with 
the County Clerk of Orange 
County on July 20. 1992. 
Published: Placentia News 
Times 

August 20, 27, September 3. 10, 
1992 

_ #23131 

ARE YOU 
OPENING A 
NEW BUSINESS? 
REMEMBER TO 
FILE YOUR 
FICTITIOUS 
BUSINESS NAME 
STATEMENT. 
CALL OUR LEGAL 
DEPARTMENT 
FOR MORE 
INFORMATION. 
(714) 634-1567 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541254 


The following person(s) are 
doing business as: 

MIKE LOYA OK CALIFORNIA 
12261/2 S. Brookhurst, 
Anaheim. Calif. 92^ 

1 MIKE LOYA INTER 
NATIONAL INC 
817 Adams St. 

Anthony, NM . 88021 
This business is conducted by 
a corporation. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on March 10,1992. 
ISI MICHAEL ROBERT LOYA 
This statement was filed with 
the County Clerk of Orange 
County on Placentia News 
Times 

August 20, 27. September 3, 10. 
1992 

#23-132 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541255 


The following person(s) are 
doing business as; 

R. M. IMPEX 
2170 S. Harbor Blvd # 230 
Anaheim, Calif, 92802 

1. RAJESH T PATEL 
2170 S. Harbor Blvd. #230 
Anaheim. Calif, 92802 

2. VIJAY BHAGAT 
2005 N. Main St. 

Santa Ana. Calif. 92706 
This business is conducted by 

a general partnership. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on August 4, 1992.. 
ISI RAJESH T. PATEL 
This statement was filed with 
the County Clerk of Orange 
County on August 12, 1992. 
Published: Placentia News 
Times 

August 20. 27, September 3, 10, 
1992 

#23-133 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541163 


The following person(s) are 
doing business as: 

DOUCK & COVER MUSIC 
4802 Carllen Dr. 
Placentia, Calif. 92670 
1. STEPHEN SCOTT 
PLUNKETT 
4802 Cartlen Dr. 

Placentia Calif, 92670 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on July 12. 

S/ STEPHEN SCOTT 
PLUNKETT 

This statement was filed with 
the County Clerk of Orange 
County on August 11, 1992. 
Published: Placentia News 
Times 

August 20, 27, September 3, 10. 
1992 

#23-134 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F5413(H 


The following person(s) are 
doing business as; 

AMERICANA INTER¬ 
NATIONAL COMMERCIAL 
COLLEGE 
2283 W. Lincoln Ave. 
Anaheim, Calif., 92801 
1. CHARLES E. PAYNE 
18823 ( rop Rd. 

Riverside, Calif., 92504 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on August 12,1992. 
/S/CHARLES E. PAYNE 
This statement was filed with 
the County Clerk of Orange 
County on August 12,1992. 
Published: Placentia Newa 
Times 

August 20, 27, September 3, 10, 

1992 

#23-tS8 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541208 


The following person(s) are 
doing business as: 

BP ACCOUNTIN & TAX SER- 
VICF 

4061 Glenwood 
Irvine. Calif. 92714 
1 BETTINA PASINLl 
4061 Glenwood. 

Irvine. Calif. 92714 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or nam» 
listed above on January 23. 
1987 

ISI BETTINA PASINLl 
This statement was filed with 
the County Clerk of Orange 
County on August 12, 1992. 
Published: Placentia News 
Times 

August 20. 27. September 3.10. 
1992 

#23-139 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541373 


The following person(s) are 
doing business as; 

MICHAIL OCHOA MARBLE & 
GRANITE 

(K’HOA MARBLE AND GRAN¬ 
ITE 

OCHOA GENERAL BUILDING 
CONTRACTORS 
22600 E. Lambert, Ste.. 1105 
Uke Forest, CaUf., 92830 
1. MICHAEL W. OCHOA 
31102 Flying Cloud 
Laguna Niguel. CaUf., 92877 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on August 12,1992. 
ISI MICHAEL W. OCHOA 
This statement was filed with 
the County Clerk of Orange 
County on August 13. 1992. 
Published: Placentia 
NewsTimes 

August 20. 27, September 3, 10, 
1992 

#23-140 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F540935 


The following person(s) are 
doing business as: 
CALIFORNIA CALLATERAL 
REPLACEMENT 
1241 N. Lakeview Ste.. R 
Anaheim, Calf!., 92W)7 
L TAMM! LAYNE WINDLEY 
20355 Cranberry 
Yorba Linda, cidif, 92686 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on August 10.1992. 
;S/ TAMMI LAYNE WINDLEY 
This statement was filed with 
the County Clerk of Orange 
Ck)unty on August 10, 1992. 
Published: Placentia News 
Times 

August 27, .September 3. 10. 17. 
1992 

#23-142 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F542559 


The following person(s) are 
doing business as: 

INSTANCE SYSTEMS 
1044 Fuchsia Circle 
Placentia. CA 92670 
I JOHN S. AND LORA K. 
Hanel 

1044 Fuchsia Cir 
Placentia. CA 92670 
This business is conducted by 
husband and wife. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on Aug. 25,1992. 
IS/ Lora K. Hanel 
This statement was filed with 
the County Clerk of Orange 
County on Aug. 25,1992. 
Published: Placentia News 
Times Sept. 3. 10.17.24. 1902 
23-176. 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F54I312 


The following personls) are 
doing business as: 

CLIDESTAR D(X)R MASTERS 
OF ORANGE COUNTY 
1301 N. Jefferson St. 
Anaheim Calif, 92801 
1 CHARLES E. COVENTON 
5360 Via Maria 
Yorba Linda. CaUf. 92686 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on August 1.1992. 
IS/ CHARLES E. COVENTON 
This statement was filed with 
the County Clerk of Orange 
County on August 12. 1992. 
Published; Placentia News 
Times 

August 27, September 3.10, 17. 
1992 

#23-143 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541400 


The following person(s) are 
doing business as: 

PACIFIC TERRAIN LAND¬ 
SCAPE MAINTENANCE INC. 
PACIFIC TERRAIN 
34(X) Irvine Ave, Ste.. 215 
Newport Beach, Calif, 92660 
2 PACIFIC TERRAIN LAND¬ 
SCAPE MAINTENANCE. INC. 
3400 Irvine Ave. Ste., 215 
Newport Beach, CaUf. 92660 
This business is conducted by 
a corporaUon. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on July 17,1992. 
ISi GEORGE J. PAULOS. 
PRESIDENT 

This statement was filed with 
the County Clerk of Orange 
County on August 13, 1992. 
Published: Placentia News 
Times 

August 27, September 3. 20. 17. 
1992 

#23-144 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541395 


The following person(s) are 
doing business as: 

LES AMIS HAR1& NAILS 
1839 N. Kramer Blvd 
Placentia Calif. 92670 
1. LINDA MEINER 
4267 Ave. De Las Flores 
California. Calif, 92686 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on 1788. 

S/LINDA MEINER 
This statement was filed with 
the County Clerk of Orange 
County on August 13. 1992. 
Published; Placentia News 
Times 

August 27. September 3. 10. 17. 
1992 

#23-146 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541501 


The following person(s) are 
doing business as; 

JEFFERY W. FOHRMAN AT¬ 
TORNEY AT LAW 
3038 S. Bristol Sr. Ste 250. 
Costa Mesa, Calif, 92626 
1. JEFFERY W FOHRMAN 
113 StoneclifTe Aisle 
Irvine. Calif, 92715 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on August 17,1992. 
ISI JEFFERY W. FOHRMAN 
This statement was filed with 
the County Clerk of Orange 
(bounty on August 14,1992. 
Published; Placentia News 
Times 

August 27, September 3, 10.17. 
1992 

_ #23-148 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541865 


The following person(s) are 
doing business as; 

INTERNOS MARKETIN 
GROUP 

144 Baywood Dr. 
Nesvport Beach, Calif, 92660 

1. DIANE GHIRON 
144 Baywood Dr. 

Newport Beach. Calif, 92660 

2. SEAN McCORNICK 
676 Astorga PI. 

San Marc(», Calif. 92660 
This business is conducted by 
a general partnership. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on August 16.1992 
ISI DIANE GHIRON 
This statement was filed with 
the County Clerk of Orange 
County on August 18.1992. 
Published: Placentia News 
Times 

august 27, September 3, 10. 17, 
1992 
#23-149 


STATEMENT OF 
ABANDONMENT OF 
USE OF FICTITIOUS 
BUSINESS NAME 

The following person(s) have 
abandoned the use of the Fic¬ 
titious Business Name: 
PATEYA HEALTH SPA 
MARKETING (ASM) 

3926 Campus Dr. 
Newport Beach, Calif, 92660 
The Fictitious Business Name 
referred to above was filed in 
Orange County on July 12. 
1990. File No, F463218. 

Full Name of Registrant; 

1. KANUNGS(K}K RAGLAND 
6632 Chapman Street 
Garden Grove. Calif, 92645 
This business was conducted 
by a individual. 

I si KANUNGSOOK 
RAGLAND 

This statement was filed with 
the County Clerk on August 19, 
1992. 

Published; Placentia News 
Times 

August 27, September 3.10,17. 
1992 

#23-151 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541867 


The following person(s) are 
doing business as: 

ACTION PAINTING SERVICE 
8672 Pierce Dr. 

Buena Park. Calif, 90620 
l.JIN IL LEE 
8672 Pierce Dr. 

Buena Park, Calif. 90620 
This business is conducted by 
an indivdual. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on August 18.1992. 
/S/JIN ILLEE 
This statement was filed with 
the County Clerk of Orange 
County on August 18.1992. 
Published; Placentia News 
Times 

Au^st 27. September 3, 10. 17, 
1992 

#23-152 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541822 


The following person(s) are 
doing business as: 

PITOU INDUSTRIES 
471 S. Chatham Circle #R 
Anaheim, CA 92806 
1. BRUYNINCKX PIERRE 
471 S. Chatham Circle #R 
Anaheim. CA 92806 
This business is conducted by 
joint venture.. 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on Aug. 1.1992. 

ISI Bruyninckx 
This statement was filed with 
the County Clerk of Orange 
C^ounty on Aug. 18.1992. 
Published: Placentia News 
Times Sept. 3.10.17.24. 1992 
23-162. 


SUMMONS 

(CITACION JUDICIAL) 

NOTICK TO DKFENDANT; (Aviso a Acusado) 

ERIC MORRKLL AND DOES I to 10 YOUR ARE BEING SUED 

BY PLAINTIFF 

(A Ud le esta (lemandando) 

MICHAEL ELLIS 

You have 30 C.ALENDAR D.AYS afior this summons is served on 
you to file a ty(>ewrillen response at this court 
A letter or phone call will not protect you. your typewritten 
re.sponse must be in proi>er legal form if you want the court to 
hear your ease 

If you do not file your res{K»nseon time, you may lose the case, and 
your wages, money and properly may be taken without further 
warning from the court. 

There arc other legal rtniuiremenls. You may want to call an 
attorney right away If you do not known an attorney, you may call 
an attorney referral service or a legal aid office (listed in the 
phone book). 

Despues de que le enlreguen estacilacion judicial usterl liene un 
plazo de 30 DLAS CALKNDAIUOS para presenlar una rtuspuesta 
escrita a maquina on esta corte. 

Una carta o una llamada telefonica no le ofrocera proltH'cion; su 
respuesia escrita a maquina liene que cumplir con las 
formalidadcs legales apropiadas si usled quiere que la corte 
e.scuche su cast) 

Si usliHl no presenla su respuesia a tiempo, putnJe perder e! ca.so. 
y le pueden quitar su salario. su dinero y olras cosas de su 
propiedad .sin aviso adicional por parte de la corte. 

Exisien olros requisilo.s legales Puede que usled quiera ilamar a 
un ahogado inmedialamentc. Si no conoce a un alKigado. puede 
Ilamar a un servicio de rcferencia de abogadoso a una oficina de 
ayuda legal (vea el direndorio telefonieo). 

The name and address of the court is: (El nombre y direccion 
de la corte es) 

SUPERIOR COURT OF THE STATE OF CALIFORNIA 
FOR THE COUNTY OF ORANGE 
700 Civic Center Drive West 
Santa Ana. CA 92701 

CASE NUMBER. (Numoro del Caso) 682540 

The name, address, and telephone number of plaintiffs attorney, 

or plaintiff without an attorney, is: 

(el nombre la direccion y el numero de lelcfono del abogado del 
damandante. o del demandanle que no ticnc abogado, es) 

DON R, FORD A P ROFESSIONAL LAW CORPORATION A 

Professional Corporation 

8141 E. Kaiser Blvd Ste., 210 

Amaheim Calif, 92808-2214 

(714)998-6214 

Dated: February 26. 1992 

(Fecha) 

GARY L. GRANVILLE. CLERK. 

(ACTUARIO) 
BY RICHARD W JOY. Deputy 
iDelegado) 

Published: Placentia News Times 

August 20.27. September 3,10,1992 

VSUM84217 

#23-138 
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PUBLIC NOTICES 


Public Notice Advertising Protects Your Right To Know 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541735 


The folktwing penonis) are 
ck>inK bu5jness ss 
ALLIED COMPONENTS IN¬ 
TERNATIONAL 

ALLIED COMPONENTS 
ISOS Sierra Madre Circle 
PlarenUa. CaJif. 12670 
1 NEAL MCDONALD 
1W71 Shad)'n<lce Dr 
Sanu Ana. Calif. 92705 
This business is conducted by 
an indivKtuAl 

The r^strani commenced to 
transact business under the Ac 
UUous business name or names 
listed above on August 18. 1902 
S NEAL MCDONALD 
This statement was ftlcd with 
the County Clerk of Orange 
County on August 18. 
Published Placentia News 
Times 

.August 27. September 3. 10. 17. 
1992 

¥23-153 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541514 


The following persoms) are 
doing business as: 
PERFORMANCE CONCRETE 
633 S Melrose St 
Placentia Calif. 92670 
I PORRAZZO CONCRETE 
INC 

19668 Castlebar Rd 
Rowlardhts. Calif. 91748 
This business is conducted by 
a corporation 

The registrant commenced to 
iran.sart business under the Ac- 
titKMis business name or names | 
listed above on August 14. 1992 | 
S Barrazzo Concrete Inc. | 
BELINDA PO.NGti | 
This statement was filed with ' 
the County Clerk of Orange | 
County on .August 14. 1992 
Published Placentia News ' 
Times ' 

August 27. September 3. 10. 17, J 
1992 

_#23-1.54 ; 


FICTITIOIS 
BUSINKS.S NAMK 
ST.ATE.MKNT 
F540:J9.3 


The following person!' are 
doing business a> 

HEST < n \ST HE \TINO A 
\IR 

HEM(0\ST ENERt.y 
SYSTEMS 

HEsTtOXsTENERCA 

1190 N Eouniian Wa\ 
Xnaheim : A 92«)fi 
1 WAVNE K martin i 
18.561 E Woodwind Lam- 
Anaheim r A 92807 
This business is conducted b-. 
an indiMdual 

The registrant < ommenced to 1 
transact bu.sine.vs under the Ac- 
titious husmesii name or names I 
listed above on July 22. 1982 [ 

S Wayne Martin 
This statement was filed with ' 
the County Clerk of Orange • 
('ounty on Aug 4 1992 
Published Placentia Newv 
Times Sepi .1. 10 17.24. 1992 

23 16.1 . 


FICTITIOUS ' 

BUSINESS NAME 
STATEMENT 
F541882 

The following perwintsi are 
doing busineu a.s 

S*J INVEST^IKNTS i 

I.504I Starboard St 
Garden Grove. CA 92643 
1 DAVID PAfXWALDMAN 
15041 Starboard St i 

(iarden firove. CA 92643 ' 

Thi.s business is mndurtt'd by 
an individual 

The ri*gisirant commenced to 
transact bu.siness under the Ac 
tilious hu.sines8 name w names 
lusted above on June 1. 1992 
•S' David Paul Waidman 
This statement was filed with 
the County Clerk of Orange 
t'ounty on Aug 18. 1992 
Published Placentia News 
Times Sept. 3. !0, 17. 24. 1992 
23-164 


FICTITIOUS 
BUSINESS NAME I 
STATEMENT 
F539077 

The following personts) are 
doing business as 

A.A.A PXKH REPAIR 
A.A.A SP.A REPAIR 
SPA Ml IP 
9981 Deerhaven Dr 
Sanu Ana. CA 92705 
I Ronald Lowell Roberts 
9981 Deerhaven Dr 
Sanu Ana. CA 92706 
This business is conducted by 
an individual 

The registrant commenced to 
transact business under the Ac- 
lilious business name or names 
luited above on July 22. 1962 
S. Ronald Lowell Roberts 
This sUtemenl was filed with 
the County Clerk of Orange 
County on July 22. 1962 
Published Placentia News 
Tunes Sept 3. 10. 17.24. 1962 
23-166 


FICTITIOUS 
BUSINESS NAMK 
STATEMENT 
F542325 


The following personts) are 
doing business as: 

KIDSCLOBE-OiT 
310 aL Orangethorpe 
Placentia. CA 92670 
1 A1 Stone 
1101 S Verde 
Anaheim. CA 92806 
This business is conducted by 
an individual. 

The registrant commenced to 
transact business under the fic- 
lilKMis business name or names 
listed above on Aug I. 1992 
S- Al Slone 

This SUtemenl wa.s filed with 
the County Clerk of Orange 
County on Aug 24. 1992k 
Published Placentia News 
Times Sept 3. 10. 17. 24. 1992 
__ _2^I67 I 


FICTITIOUS 
BUSINESS NA.ME 
STATEMENT 
F.T42646 I 

The following perMmJs' are ■ 
doing business a.s 

STl DENT M XGX/ISE 
2195 Miner St «2 
Costa Mesa. CA 92627 , 

1 MICHAEL GIT MI N DANti ' 
2195 Miner .Si «2 ' 

CosU Mesii. l\A 92627 
This hasiness is conducitHl by 
an individual 

Thi* registrant commem-eij lo 
transact bu.sin<>s.s under ths- fu 
iiUous busim’Ss name or nami*s 1 
lisiivl alnAe on .Aug 26 1992 
S Mu-haol Dang 
Thi' vlalement was filed with ; 
the County Clerk of Orange ^ 
County on .Aug 26. 1992 ' 

Published I’lacenlia New-.' 
Time' S«*pl .3 ID 17 24. 1992 ! 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F541403 i 

I 

The following p<>rv)ni.s» arc | 
doing business as 
RXINBOW < OPX ( ENTER 
17779 Mam .St Sle I- 1 

Irvine. CA 92714 
1 I'NIVEKSITV COPY 
.SY.STEMS. INC 
'INC DELAWARE 1990. 

2805 Barram a Road 
Ipvmo (*,A 92714 

This business is rondui UmI by 
a corporation 

The registrant commenmf lo 
transact husines> umler the fu 
lUiou.s bu-sim-s-s name or nami^s 
listed above on Aug 10.1992. 

S I'niversity Copy .Sy.slem.s 
This statement was filerl with ’ 
the ('ounty ('lerk of Orange 
CountyonAug 13.1992 j 

Published Placentia News i 
Times Sept 3. 10. 17. 24. 1992 j 
_ 23 172 I 

" LECALS 
(714) 
634-1567 


I FICTITIOUS 

! BUSINESS NAME 
i STATEMENT 

j F542344 


The following personts) are 
doing business as 

FI Jl ('ONNEXTIONS 
9677 Turtledove Ave 
EounUin Valley. CA 92708 
1 Fl’MIZOKl'JlMOTO 
1713 Parkglen Cir «A 
Sanu Ana, CA 92706 
This business is conducted by 
an individual 

The registrant commenced to 
transact business under the fic¬ 
titious business name or names 
listed above on Aug 24. 1992 
S/ Fumizo Eujimoto 
This sutement was filed with 
the County Clerk of Orange 
County on .Aug 24. 1992 
Published Placentia News 
Times Sept 3. 10. 17. 24. 1992 
23 173 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F542571 

The following persoms) are 
doing business as. 
SPRINGDALE SHOE REPAIR 
13085 Spnngdale St. 

Westminster. CA 92683 
1 Ho Kyung (.Tia 
89 W Remington St. 

Irvine. CA 92720 
Thu business is conducted by 
an individual 

The regutrant commenced to 
transact busines.s under the fic¬ 
titious business namt* or names 
listed above on N A. 

S. Ho Kyung Cha 
Thu sutement was filed with 
the County Clerk of Orange 
County on Aug 25. 1992 
Published Placentia News 
Times Sept 3. 10. 17.24. 1992 
23-174 


FICTITIOUS ! 
BUSINESS NAME ' 
STATEMENT 
F542220 

The following persontsi are 
doing busmes.s as 
ENTERPRISE SXSTEMS 
M XN X(iEMFNT 
ENTERPRISE >XSTEM 
M XN X(.EMENT 
575 -Xnton Blvd Sie 300 
Costa Mesa. C.\ 92626 
1 EDM AKI) SCOTT MENTEK 
6405 Shire Way 
Long Beac h. C.X 90815 
Thw bu.vinev' i.s londucted by , 
an individual 

The regustrani commenced to j 
iran.sa< l business umler the fir 
litious bu.Mness name or nam«-s ' 
listed above on Aug 21. 1992 i 
S K Scott Menler 
Thus SUtemenl was filed with ' 
the Count) Cli-rk of Orangi- 
County on Aug 21. 1992 
Published Placentia News ' 
Times Sept 3. 10. 17 24. 1992 
23 IT' 


FICTITIOUS 
BUSINESS NAME 
STATEMENT 
F92.‘i759 

The following pcrsomsi an* 
doing business as 

( (>l RT E S V I N X(> 1 N (. 
(ENTER 

270 S Bristol St »171 
(rosta Mesa, Calif. 92626 
1 S ENZOKINALDI 
270 S Bnstol.Sl a 171 
CosU Mesa. Calif . 92626 
Thus busini*s.s is comlucti'il by ! 
an individual 

The registrant rommcncul lo 
transact busini»s.s umler the fic ‘ 
tiUous business name or nam(*s 
lisli*!! above on N A ! 

S S ENZOKINALDI ' 

This stairment was filed with 
the County Clerk of Orange j 
County on August 4. 1992 
f5iblush(‘d August 20. 27. Sep ; 
lember 3. 10. 1992 \ 

23-116 

CLASSIFIED 

WORKS! 

CALL 

(714) 634-1567 


NOTICE Of 111111711*8 SAlf 
T.S.Ha.MTRITMfC 
NOTICE 

YOU ARE IN KfAUlT UNOCR A 
DEED Of TRUST. OAHO OECEMKR 
20. 1M1. INIESS YOU TAKE AC¬ 
TION TO PROTECT YOUR PROP¬ 
ERTY. IT MAY 0E SOLO AT A PUBLIC 
SALE IF YOU NEED AN EXPUXNA- 
TION Of THE NATURE Of THE 
PROCEEDING AGAINST YOU. YOU 
SHOULD CONTACT A LAWTER 

OnSEPTEUKR1l.1BO2.il0OO 
Aid. MORTGAGE INCOME SERVICE. 
A CALIFORNU CORPORATION M 
(Mr ippomltd TrufiM undar and 
pufvuanl to Dnd of Truft (Mod 
DECEMBER 20. 1901. mofM 
DECEMBER23.1991.Mini! No 91- 
702904 RE-RECOROCO JANUARY 
23. 1992. M Inti No 92-042212 of 
Offtoitf Rtoordi in tho ofhot of tht 
Counfy Rteprdor of ORANGE County, 
Stalo of CaMomM Eacuttd by DEL¬ 
PHI LAXEVIEW OEXtlOPMINT. A 
CAIIFORMA GENERAL PARTNER¬ 
SHIP Wia SELL AT PUBLIC AUC- 
DON TO HIGHEST BIOOER FOR 
CASH (gtyiM N him of iMi m 
lawful monty uf tha Undad Slalat) N 
THE MAIN entrance TO THE 
INTER8RA.NCH, INC.. (COYOn 
HILLS PROfESSKWAi. CENTER) 
2222 STATE CaLEGE BLVD. 
FUUERTON. CA 92631 al ri^hL Mia 
and HNaraaf comayad to a^ now 
hold by I uodar iMd Oaad of Tiual in 
Iht propady utualad in aaid County 
and SMa datenhad aa: PARCEL A 
LOTS 1 AND 2 Of TRACT NO 13712. 
IN THE CfTY Of PALCENTU COUNTY 
Of ORANGE. STATE OF CALIFORNIA. 
AS PER IMP RECORDED IN BOOK 
671 PAGES 33. 34 AND 35 Of MIS¬ 
CELLANEOUS IMPS. AND FURTHER 
DESCRIBED IN AHACHED EXHIBIT 
*A*^ Tha land rdarra d to in thu RapoH 
It Mualad at tha Suit of CaMomit. 
County of Onnoa. and it daaenbad 
aa toNowa PARCEL A Loto 1 and 2 
of Tract No 13712. in tha Cify of 
Ptacanfa, Counfy of Oranga. Sato of 
Cakfoma. ai par nap raoordad « 
3ook 671. PaM 33. 34 ad 35 of 
lybacaltanaoua ntopa. in tha Ofhea of 
tha Counfy Racor^ of aaid Counfy 
EXCEPTING THEREFROM an undi- 
wdad VBlht mtoraal of aN patrotoum. 
o4. aiphaJIum. gat and othar hytiro- 
earbona m and undar said land tying 
balow I plana 750 laat balow msan 
aaa Itval of tha Paciftc Ocaan withoul 
! tha nght o' aurlaca antry at aal torOi 
m daad from May E Danma and 
olhari. ncordad O^bar 7.1944 in 
I Book 1265. Paga 365 of Official 
Raeorda. and m that cartain Ourtolitm 
Oaad from Mayballa A Mammal and 
othara. racordad lytoy 10. 1972. m 
Book 10134. Paga 937 of OfficW 
Raeorda ALSO EXCEPTING aH oil. 
gaa. eating n«ad gaa hokum, rnnar- 
ala and othar hydrocarbon aub- 
aUncaa lying balow a dapth of 750 
taal from *ha auftaca of aaid land, 5ig 
wghoul. tha nghf of antry upon any 
portion of tha aurlaca of tha pre^party 
comwytd abova a dapth of 750 !aa(. 
to taka, mukaf. mina. axplora or drili 
for aama. aa raaarvad in daad from 
Avalon A. Adama. Truataa undar 
Oaclaration of Truaf Esfablwhad 
January 29. 10€0. by Avalon A 
Adama, and Ruth R Adama. and 
Donald E Friabaa and Evtfyn W 
Fnabaa. huaband and wrta racordad 
Auguat 4.1977. in Book 12320. Paga 
1953 of OfticiaJ Raeorda 
Tha righta to anfar upon, poaaaaa or 
uaa any pari of tha aurlaca of aaid 
land, or any pari of tha aubaurfact 
thariof N a (toptti of laaa than 100 
faal banaath tha aurfaca. togathar 
with tha nghf to uaa tha aurfaca of 
said land lor tha burpoaa of 
proapadtng or axploration and tha 
nghf of ingraaa arid agraaa ovar tha 
aurfaca of aato lands was lurran- 
darad and raiinquiahad by Tanco 
Inc. a Oatiwara corporation, m daad 
racordad March 25. 1061. ai book 
13094. Paga 1040. aa Inalrumtnl No 
33215of5rticiai Raeorda 
PARCEL 8 A non-«(ciuafva aaaamant 
for padaalnan and vafxular ingraaa 
and agraaa and conatruclion and 
rmintanaoca purpoaaa ovar thoaa 
porliona of Lot 6 of Tract No 6936. 
>n tha Crty of Placantia. Counfy of 
Oranga. StaM of Califoma u par 
map racordad m Book 376. Pagaa 47 
and 46 of Mwcallanaoua Maps, in tha 
Offica of tha County Racordar of aaid 
County, mora particularfy daaenbad 
m that cartain Grant of Eaaamant 
racontod Octobar 31. 1990. aa In- 
tirumani No 90-578464'of Official 
Raeorda 

Tha atraal addraaa and othar 
common daatgnation. if any, of tha 
rail proparty daaenbad abova la 
purportad to ba VACANT LAND, 
PUCENTIA. CA LOTS 142. TR 
13712 

Tha unda m gnad Truataa dia- 
ctaima any liability tor any meorrict- 
nata of tha atrast addraaa and othar 
common daaignation. if any. shown 
harain 

Said aato wifi ba mada. but with¬ 
out covenant or warranty, axpraai or 
implied, ragardmg IKto. poaaaaalon. 
or ancumbrincaa, to pay tha rimam- 
mg principal turn of tha notafs) 
aacurad by said Daad of Trust, with 
mtorast thoraon, as providad in laid 


noto(a). advancoB. if any. undar tha 
tanm of said Oaad of Trust, toaa. 
chargaa and wpa n aaa of tha Truataa 
and ^ ffw tnjsto craatad by aaid Oaad 
of Trust 

Tha total amount of tha unpaid 
b a ton ca of tha obligation aacurad by 
tha property to ba sold and raaaon- 
abto aat u m to d coato. m^snm and 
advancaa at tha lima of tha initial 
pubtealkvn of tha Notice of Sato • 
4201.706 43 

Tha banafictary undar said Oaad 
of Trust hsratofora sxscutsd and 
dsLmrid to ths undar si gnsd a writ- 
ton Dictoftoion of OafauR and Da- 
rmnd tor Sato, and I wntton Notics of 
OstauR and Elsction to SsH Tha 
unda mi gnad causad aaid Nolioa of 
DitaufI and Etoctien to Sad to ba 
racordad in tha county whara tha rxal 
property is locstod 

Dtoa; AUGUST 24.1902 

MORTGAGE MCOIM lERVtCE 
aa sold frusfsa 
22225totoCMto0*lfhd. 

FuBarton; C4 612631 
7U’990-S400 
$7mMZAMemeiLiCH 
PRfS/OUfT 

C160231 

Published. Placenlia News 
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NOTICE OF TRUSTEE'S 
SALE UNDER DEED OF TRUST 
T.S. No. WSL016728 
Loon No 79242130/Jommlllo 
Olhor Rot. - 

YOU ARE IN DEFAULT UN¬ 
DER A DEED OF TRUST DATED 
June II. 1990 UNLESS YOU 
TAKE ACTION TO PROTECT 
YOUR PROPERTY. IT MAY BE 
SOLD AT A PUBLIC SALE IF 
YOU NEED AN EXPLANATION 
OF THE NATURE OF THE PRO¬ 
CEEDING A(^iNST YOU. YOU 
SHCXJLD CONTACT A LAWYER 
Notice IS hereby given that 
Ooldon Wost FinortcUl Cor¬ 
poration. a Dolawaro corpo¬ 
ration. a Corporation, as Irusl- 
se. or auccatsor irusiaa, or sub- 
siilulad truataa pursuant lo the 
Oaad of Trust axacutad by Nick 
.Jaramilk), Jr and Jaan Halan 
I Jararmllo. husband and wita, 
Racordad 06/22/1990. in Book 
-. Page -. tnsl # 90-330769. of 
OHiciat Records m the oltica of 
the County Recorder ol Orange 
County. Caliiornia, and pursu¬ 
ant to Ilia Notice ol Dafauti uikJ 
ElaLiion to Sail lharaundai Re¬ 
corded 11/26/1991. in Booh 
Paga • . tnsl f 91-655554. ol 
va>d Ollicial Records, will Soil 
on 09/17/1992. al t 00 P M . at 
the Nuilh Ifoni enirunce lo the 
CiHiMiy Courthouse. 700 Civic 
Center Drive Wesl. Santa Ana. 
CA al public auction, lu ihe 
highest bidder tor casfi (pay -1 
able at the time ol sale in taw ^ 
lul monuy ol Ihe United Stales). ' 
all iighi title, and interest, con- i 
VL'/ed to and now hetd by it uri ' 
der said Doed of Tiu^l in the 
properly situated in said Coun¬ 
ty and Slate and iJescnbed os 
follows Lol 10 ol Tract 101/2, 
in Itie City ol Placenlia. as per 
Map recorded in Book ^41 
Pages 4 and 5. ol Miscella¬ 
neous Maps, in Ihe Ollice ol the 
County Recorder ol said Coun¬ 
ty 

The sirtel address and other 
common designation, it any. ol 
Ihe re&l proper.y described 
above is purported lo be 430 
Eve Circle. Placenlia. CA 
92670 

The undersigned Trustee dis¬ 
claims any liaoilily lor any in 
correctness of Ilia sireai ad¬ 
dress arid other common dasig- 
nalioii. it any. shown herein 
The total amount ol Ihe unpaid 
balance ol itie obligaliun se¬ 
cured by Ihe properly to be 
sold and reasonable esiimaled 
costs. eMpenses ana advances 
at Ihe time ol Ihe initial pubh- 
coiion of me Notice ot '.^ale is 
$287,709 40 

In addition to cash, ihe Trust¬ 
ee will accept a cashier s check 
drawn on a sla'e or national 
bank a check drawn by a stale 
or federal credit union or a 
check drawn by a slate or fed¬ 
eral savings and loan associ¬ 
ation. savings association or 
savings bank specili^ in Sec¬ 
tion 5102 ol Ihe Financial Code 
and authorized to do business 
in this state In Ihe event len¬ 
der other than cash is accept- 
erf. Ihe Trustee may withhold 
Ihe issuance ol Ihe Trustee's 
Deed until funds become avail¬ 
able lo the payee or endorsee 
as a matter ol right 
Said sale will be made, but 
withoul covenant or warranty, 
express or implied regarding ii- 
Me, possession or encum¬ 
brances. lo satisfy the indebi 
edness secured by said Deed, 
advances thereunder, with in¬ 
terest as provided therein, and 
Ihe unpaid principal ol Ihe note 
secured by said deed with in¬ 
terest thereon as provided in 
said Note, feis, charges and 
expenses of the trustee and of 
the trusts created by said Deed 
ol Trust 

Ootden West Financial Cor 
porallon. as TrusiM. By Stan¬ 


dard Trust Deed service Co.. 
Agent, 2600 Slanwell Drive. 
#200. Concord. CA 94520. (510) 
603-7340, Bv Diane Lolspeich, 
Assisiani secretary. Dated 
08/13/1992 
ASAP59S58 
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BUY IT. 
SELL IT. 
FIND IT. 
PEOPLE READ 
CLASSIFIEDS. 


CALL 

CLASSIFIED 
TODAY! 
(714) 282-9705 


NOTICE OF THUSTEE S SALE 
Loan No. 8:170751 C'RAWFORI) 

T.S. No. L137421 
UNIT CODE L 
AF*# 344-035-14 

AMEHK AN SKl'l'KlTlES COMPANY 
as duly appoinU*d Trustee under the following described deed of 
trust WII.L SELL AT Pl'Bt.lC AliriTON TO THE HIGHEST 
BIDDEH FOR CASH (in the form.s which are lawAil tender in the 
linited States) and or tho cashier's cerlifierl or other checks 
specified in Civil Code Section 2924h (payable in full al the lime of 
sale) all right, title and inters! convey^ to and now held by it 
under said Deed of Trust in the porjierly hereinafier describ^ 
TRUSTOR EYONK D CRAWh'ORI) 

BENEFICIARY DIVERSIFIED FUNDING. INC recorded 
August 16. 1990 as Instr. No. 90 435861 In Book . Page- . of 
Official Records in the office of the Recorder of Orange County; 
said deed of trust describes in the following property 
LOT 31 OF TRACK NO 7283 . IN THE CITY OF PLACENTIA. 
COUNTY OF ORNAGE. STATE OF CALIFORNIA. AS PER 
MAP RECORDED IN B(K)K 292 PAGE(S) 1.2 AND30F .STATE 
OF MISCELLANEOUS MAPS. IN THE OFFICE OF THE 
COUNTV''RECORDER OF SAID COUNTY 
YOU ARE IN DEFAl'LT UNDER A DEED OF TRUST DATED 
AUGUST 2. 1990 NUNLESS YOU TAKE A('TION TO PRO 
TECT YOUR PROPERTY. IT MAY BE SOLD AT A PUBLIC 
SALE IF YOU NEED AN EPLANATION OF THE NATURE OF 
THE PKIH'EEDING AGAIN.ST YOU. YOU SHOULD CONTACT 
A LAWYER 

■■(If a street address of common designation of property is shown 
above, no warranty is given as lo its completeness or 
correctness) ” The beneficiary under said Deed of Trust, by 
reason of a breach or default in (he obligation secured thereby, 
heretofore executed and {lelivered lo the unriersigntHf a written 
Declaration of Default and lK*mand for Sale, and written notice of | 
default and of election lo rau.se the undersigned to said notice of | 
default and of election to lie rtn-orded May 1. 1992 as Instr No 
92-289621 in Book--. Page -..oforficial Recordsin theofficeofthe , 
rworder of ORA.NGE county; i 

Said .Sale will be made, but without covenant or warranty, ex¬ 
press or implietl, regarding title possession or encumbrances, to 
pay the remaining principal sum of the noltss) swured by said ' 
deed of Trust, with interest as in .said note providtMl. advances, if 
any. under the terms of said De«*d of Trust, fees, charges and j 
expenst's of the Trustee and the trusts crealoil by said Dewl of i 
Trust ! 

.Said sale will In* hold on SeplemlH*r 17, 1992, at I 30 p m in the i 
lobby to the tiuilding UM'uted at 801 South Lewios .St Orange, 
t'ahf. 92888 

Al Ihe lime of the initiul publication ol Ihi.s iioiu-e, the total 
amminl of the unpaid balance of the obligation secured by the 
ulxive desenU'd de»*<l of trust and estimali*!! eosts. exp<*nses. ami 
advances IS $.57. IIK) 88 

It IS fKissible that al the lime of sale Ihe o(K*ning bid may be te" 
lhari Ihs* total in<lehle<lness du«* 

Dated Xugii't in 1992 

AMKRR A.\ SKrURITIKSroMI'WY j 
as said Trustee 
B> T 1). SKR\ ICK I'O.MPANX agent 
By Crystal Kspino/a, X'sisiant S»*< relury 
HOIS LeuisSt Orange. Calif. 92888 , 
.714)38:) 4700 | 

IK W XILAHI.K. THK KXPF.l TED OPF.NINO HID MAY BE i 

OBTAINED BV C-\LLIN(. THE KOl.LOWlNi; lELKPHO.NK ' 

\l MBERSONTHK DAY BEFORE THE SAI.K. -714. .IH.'’) 4837 ' 

OH i7l4.827 4885 

Pul.iivh«*il Placenlia \ew' Tinu-s 

August 27, Se|)teml)<-r 3. to 1992 
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ORDER TO SHOW 
CAUSE FOR 
CHANGE OF NAME 
Case No. A-164797 

IRA ARZT & TINA ARZT 
ON BEHALF OF RACHEL 
EMIL ARZT. A MINOR ha file 
a petition in lhi.s court for an 
order allowing petitioner to 
change his. her name from IKA 
MARK ARZT. TINA SHERRY 
ARZT . ROCHELL EMILY 
ARZT to IRA MARK ARZT. 
TINA SHERRY ARTZ. 
RfK’HEL EMILY ARTZ. 

It is hereby ordered that all 
I persons interested in the mat¬ 
ter aforesaid appear before 
this court in Department No 
703 al 341 The City Drive 
South. 

Orange. Calif, 92667 
on October 6. 1992, at 2:00 
o'clock p.m . and then and 
there show cause, if any they 
have, why said petition for 
change of name should not be 
granted. 

It is fiirther ordered that a 
copy of this order to show cause 
be published in Placentia News 
T imes, a newspaper of general 
circulation, published in this 
county at least once a week for 
four consecutive weeks prior to 
the day of said hearing 
Dated August 14. 1992 

TULLY H SEYMOUR 
Judge of the Superior Court 
Published: Placentia News 
Tiems 

August 27. September 3.10.17. 
1992 
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ARE YOU 
OPENING A 
NEW BUSINESS? 
REMEMBER TO 
FILE YOUR 
FICTITIOUS 
BUSINESS NAME 
STATEMENT. 
CALL OUR LEGAL 
DEPARTMENT 
FOR MORE 
INFORMATION. 
(714) 634-1567 


CALL CLASSIFIED TODAY! 
458-SALE 


ARE YOU OPENING 
A NEW BUSINESS? 

Remember to lile your 
Fictitious Business Name 
Statement. Call our Legal 
Dept, for information 

(714) 634-1567 



American Heart 
Association 













Classified 

Advertising 

Information 


NORTH COUNTY NEWS 
1771 South Lewis Street 
Anaheim, CA 92805 

( 714 ) 634-1567 
FAX: (714) 704-3718 

• Classified hours are Monday 
through Friday, 8:00 a.m. to 
6:00 p.m. 

• Classified deadline is Tuesday, 
6:00 p.m. 

• Classified Real Estate deadline 
is Tuesday, 12:00 noon. 

• North County News newspapers 
are published every Thursday 
and delivered to over 204,000 
households in North Orange 
County. 

• Anaheim Bulletin 

• Anaheim Hills News 

• Brea Progress 

• Fullerton News Tribune 

• La Habra Star 

• Orange Observer 

• Placentia News Times 

• Yorba Linda Star 


SCHOOLS/ 

INSTRUCTIONS 


EMPLOYMENT 
126 OPPORTUNITIES 


I EMPLOYMENT 
215 I OPPORTUNITIES 


I EMPLOYMENT EMPLOYMENT 

215 j OPPORTUNITIES 215 OPPORTUNITIES 


Index 


• Real Estate For Sale— 

• Real Estate For Rent— 

—See Real Estate Resource 

• Announcements.100 

• Help Wanted.200 

• Business & Finance .... 300 

• Professional Directory .. 400 

• Merchandise For Sale . .500 

• Service Directory.600 

• Automotive.800 


NORTH COUNTY NEWS 

Ncisr 


BEGIN HERE 


ANNOUNCEMENTS 102 

GENERAL POLICY; 

• RalMS and daadllnaa 
sublact to Chang# without 
nottc#. 

• Th# publisher reserves 
the right to censor, 
reclassify, ravisa or reject 
sny classified 
advertisement not 
meeting the standards of 
Goldan West Publiahara 
Inc. 

• Plaaaa check your ad 
each lime it appears end H 
you find an error, report it 
to the Clesalfled 
Department Immediately 
by calling (714) e34-1S67. 
Wa regret that we cannot 
ba raaponsibla tor more 
than one day's incorrect 
Insertion H you do not call 
the error to our attention. 
The publlahar ahall not be 
liable for an amount 
greater than the amount 
paid for such advertlelng. 


YOU CAN 
HAVE A BUSINESS 
CAREER 
IN 

4-10 Mos 

Classes Start Monthly 
Be A 

• Computer Accountant 

• Secretary 

• Legal/Exec. Secretary 

• Data Entry Opertor 

Day & evening classes 
Placement Assistance 
Financial Aid Available 

ORANGE COUNTY 
BUSINESS COLLEGE 
2035 E. Ball Road 
Anaheim, Ca. 92806 
(714)772-6941 

VACATIQN/TRAVEL 1Z8 

$301 To Puorto Vallarta 

That includes round trip air 
fair & beach front accom¬ 
modation. call Latanya 
(714) 540-9040 


HELP WANTED 

BEGINS HERE 


I THE 

j REAL ESTATE 

, CLASSIFIEDS 

! HAVE FOUND 
A NEW HOME! 
SEE THE BACK PAGE 

i OF THE 

REAL ESTATE 
RESOURCE 

i CHILD CARE SERVICE 106 

i WHY PLAY 
I HIDE’N SEEK 
WITH CHILD 
CARE? 

Call 

I NORTH COUNTY 
NEWS 
Today! 

(714) 

634-1567 

IpFull/Part Time.IP Agea 3 

i to 6. Mo-fri. Weekend Flei- 
Ible. 3 Position Open. Raf- 
erencea Available. Call 
Nancy 714/632-3067 

La Habra United Methodist 
praschool-anroll now. Pre¬ 
school full day. mother's 
day out. 310^91-9615 

HEALTH/BEAUTY 120 

WILL POWER IN A BOTTLE 
WARNING: This product 
may Rapidly burn fat. In¬ 
crease energy & decrease 
appetite. 100% HERBAL 
TABLETS Money Back 
Guarantee. 30 day supply 
$36 Call To Order 
(714) 953-2009 

LOST & FOUND 122 


EMPLOYMENT 
OPPORTUNITIES 215 

The No. County News does 
not verify advertising 
claims or content, and 
advises investigating 
carefully when 
investment Is required 

Answering Svc Opertor 

Eip only. Apply at 2411 W. 
! W hlltlarBI, La Habra 90631 

'! SALESPERSON 
WANTED 

No Exp Neceaaary. Good 
pay plan! Mgt potential! 
Call (714) 879-5200. _ 

Automotive Sales 

Establlahad Whittier 
Demestic Car and Truck 
Dealer. Looking for Pro¬ 
fessional Salesman. 30% 
comm. No pack on new 
1 car, $100 Mlnimam. Great 
place for right Indivlual. 
contact Mark Johnson or 
Bob Gilbert. 310/698-6281 

BI-LINGUAL 

International marketing 
Co. looking for eight 
Indlvduala to put their 
I skills to work with us. 
Trsining to Mgmt calf 

(714) 632-1032 _ 

CHEER COACHES NEEDED 
V. L Popwarner girls ages 
7 to 14 need your volunteer 
help. Girls ages 15 to 21 
Hrs. 6 to 8 Mo-Fri/Sat. 4hr 
Immediate help thru Nov, 

I contact Cheer Director at 

_ 714/526-7518 

COMPUTER OPERATOR 
NEED MONEY FAST? 
MAKE UP TO $150 day 
Using your computer 
skills. Work without pres¬ 
sure. Call anytime! 
1-800-643-1350 
COUNTER HELP 6 
CHECKER WANTED 
, Full & Part time positions 
available. 

Canyon Plaza Cleaners, 
Anahtim Hills B98-2620 



PERSONALS 124 


EXOTIC STRIPPER 

• Bachalor(atta)Partt«s 

• Birthdays# Divorca 
partlaa. 1 to 1 ah^afor 

your oyos rJily 

Cutting bt 

714 578-0801 


Enargatlc outgoing par- 
tonality nooda for wida 
varlaty of markating 
programs. Daya/Evas, 
part tlma positions In 
vary nica anvironmant. 
Contact conaumars and/ 
or businaaa for Fortune 
500 companiaa. Hourly 
plus Incantiva. TMW 
Markating, BREA area 
(714) 093-3676 


EZ WORK Exc pay! Taking 
snap shots. Send self ad¬ 
dressed stamped env to; 
OwenOav/a, 101 WC 0 ntrtl 
4/B-778, Bras CA 92021 


EDUCATION 

Inatructionai Assistance 
Spaciailat- Learning Re¬ 
sources Saddleback 
College- 25 Hours per 
week- Monday thru 
Thursday until 8:00 pm. 

To perform instructional 
assistance and support 
With the Learning Assist¬ 
ance Program, to assess, 
evaluate and place 
students with proper tu¬ 
tors. One year experience 
instructing, tutoring or as¬ 
sisting in the instruction of 
tutoring of students Start 
Salary $1.294/mo. Job 
#1515/1170. Closes 
9/22/92. 

Apply Saddleback Com¬ 
munity College District. 
Human Resources Office. 
Library Room 325 28000 
Marguerite Parkway 
Mission Vieio. Ca 
92692-3699 (714) 582-4650 
EOe/AA TITLE IX EM- 
PLOYER OF THE DISABLE 

EDUCATION 

Inatructionai Asalatanca 
Speclaliat- Laarntng Re- 
•ourcea Saddleback 
Colloge- 25 Hours per 
week- Monday thru 
Thursday until 8:00 pm. 

To perform instructional 
assistance and support 
with the Learning Assist¬ 
ance Program, to assess, 
evaluate and place 
students with proper tu¬ 
tors. One year experience 
instructing, tutoring or as¬ 
sisting in the Instruction of 
tutoring of students Start 
Salary $1,294/mo. Job 
#1515/1170. Closes 
9/22/92. 

Apply Saddleback Com¬ 
munity College District. 
Human Resources Office, 
Library Room 325. 28C)00 
Marguerite Parkway 
Mission Viejo, Ca 
92692-3699 (714) 582-4850 
EOE/AA TITLE IX EM¬ 
PLOYER OF THE DISABLE 


Free ‘Work From Home' 
book. 64 pages of excit¬ 
ing information on a 
work at home opportuni¬ 
ty. Call John Mathews 
( 714) 526-4383 _ 

In Good Location 

Immaculate 2Br 16a Home 
, 2 car garage, RV parking & 

much more Price slashed 
$10,000; Now $147,500 
Agent (310) 694-3923 

MERCHANDISER 
Experienced. P/T, flexible 
hours. Count & fill in stock 
in Anaheim/Orange area 

BETTER DEPT. STORES 
(414) 283-1976 

MORTGAGE tNSURANCE 
PROCESSOR 
High earnings. Will train. 
_ (714) 647-6691 

Number Uno Pizza In Anah 
Hills has opening for 
Shift Mgr & Oelvery 
drivers. Call or apply in 
person 998-3918 Weir/ 
S .A. Cyn East Hill Ctr. 

NURSE ASSISTANTS 
Private school offering 
training programs. 
Certification for nurse 
assistants and home 
health aid certifi¬ 
cations. 

Call (310) 421-1754 j 

NURSE ASSISTANTS | 
Private school offering' 
training programs.! 
Certification for nurse 
assistants and home < 
health aid certifi¬ 
cations. 

Call (310) 421-1754 

Order takers $400 weekly 
processing calls from 
our cuatomera. Pleasant 
vioce a muat, phone 
(818) 895-8282 


Pay Day - Every day 

$50-$100 (a day Taking 
orders, supervising 
714/228-5421 (2) 24 hrs 

POSTAL JOBS 

Anaheim area 

• $2300 per yr 

• Full Benefits : 

• Men/Women 18-65 ’ 

• No lay offs 

For an application & 
examine info, call (219) . 
736-9807, Ext P-1406 
6am-6pm, 7 Days _ 

PUBLIC RELATIONS 
★ $62KA YEAR* 

We need people with a 
great personality and 
good image. 7l4-632'9990 

SALON D'TANGLES. Recep¬ 
tionist, Stylist, Manicurist. 
Full 6 Part time position. 
Busy salon. (310) 943-7762 

Rose swivele-rocker with 
otterman $75; baby crib 
mattress $20; mini truck 
bumbar $25. AM In xint 
I cond. 714- 879-4213 

Are you a parent, teacher, 
daycare provider look¬ 
ing for extra income? 
Discovery Toys can be 
perfect for you. The 
Company & I will train. 
Call Tassle 714-526-3306 

$$$$$$$$$$$$$ 

SURPRISE!!! 

Hundreds of Companies 
need your help! Earn great 
$$$$ working at home. 
Easy. Convenient. Proven. 
Call for recorded details 

(310) 784-0090 
$$$$$$$$$$$$$ . 

$200-$500 WEEKLY 

Assemble products at 
home. Easy! No selling - 
You’re paid direct. Fully ( 
guaranteed! FRBE 
lntormation-24 Hour 
Hotline 801-379-2900 
Copyright #CL13HDH 


$800 WEEKLY POSSIBLY 

Working at home. 37 differ¬ 
ent opportunities! Rush $1 
and self-addressed 
stamped envelope to: 

OWEN DA VIS 
101 W Central Ave, B-116 
Brea CA 92621 
$800 weekly possible. Work¬ 
ing at horns. 37 different 
opportunity. Rush $2 in 
SASE to: 42 Argonne Ave. 
Long Beach 90803_ 


LATE SUMMER 
WORK 

* $9 To Sian * 

Immediate positions 
in retail display & 
customer service. 

No experience 
necessary - will train. 

50 CORPORATE 
SCHOLARSHIPS A PAID 
INTERNSHIPS 
AVAILABLE FOR 
STUDENTS. 

CALL 997-8916 

FOR INFORMATION 


BUSINESS 

IRNANCE 

BEGINS HERE 




BUSINESS 

OPPORTUNITIES 310 

COCA-COLA/PEPSI. 
COLA ROUTE $100,000 
ANNUAL POTENTIAL 
REQUIRES $17,800 TO 
START 1-800-826-2573 

4 LINES 
1 WEEK 
V. 4 BUCK$ 


“Merchandise For Sale Ads” 

Items priced *100. or less!!! *1.00 per line for 4 lines. Should 
you exceed 4 lines, 5th line & over will run at no charge. 
Just mall the coupon below! Deadline: Tuesday 6:00 P.M. 

CLIP and MAIL 



OR CALL (714) 634-1567 

(Include phone # and area code in ad) 

Name:_-—- 

Address:-—- 

City:___ Zip:- 

Ad* will be placed for private party advertlaer* onlyl Pricea must be Included In the ad. 


^ MAIL TO: North County News 

. P.O^BOX70004?Anaheim,CA 92825-0004 

Attn; Classified 
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PROJECT-OF- THE- WEEK 


King Crossword 


FOR SALE 

BEGINS HERE 


Mail check or money order . VISA MC 800-747-1429 


BDD DDQa DBQE) 
□OB DBQCl DOBB 
□□□BQBQB UBOU 
BOaBQB DBO 
□BQ □□BQQQ 
0BBBB BUa BBO 
BBaB □□□ ODOa 
□Qia BBO QBOOQ 
□BBBOQ BBO 
□B0 □BOBOB 
□oisa QaaBOBaB 
□OBB QQaCl BBB 

BBBa aBpg obdI 


TO PLACE YOUR AD, CALL (714) 634-1 567 


BUSINESS 

OPPOflTUNITIES 31S 


JEWELRY/ 

COINS/STAMPS S38 


FENCING 


CADILLAC 


FREE 

2 ROLLS 

35mm Film 


PKNCKS A QATIS Build 
& Repair woodgates & 
fences (cedar-redwood) 
free fef/ma/ee/ Call 
Jerry (714) 2ea>194ft 


'64 PLY. Fury $3500 obo. 

Second owner, excellent 
condition Lie# MIK197. 
__ (714)5^-0129 


476 CAD COUPE Oe VIlie* 
Excellent condition, new 
radio $1200 OBO Lie 
413NJP310/691-2W6 


DIET MAGIC Iom 30 pounds 
In 30 days for $30-FREE 
SAMPLE to first 20 calls. 
714/646-2149 


SUN COIN 6 CO IS buying 
estates, accumulations, 
coins, gold & silver 133 E 
Commonwealth. Fullerton 
_ [^^4) 447-6633 


•03 HgUANT WON 

ONLY $1,750 VERY NICE 
CONDITION GARAGED 
,2044785) 714-995-6272 


Homeworfcsrs Needed Now 
by ISO terms. TOP PAYI 
Start Immediatly. 0>ac- 
lory: Sand $1 6 10 salt ad- 
drass stamp Invotopa to; 
loan Craanga 412 S. Paula 
Ave Dept C Fullarton Ca 
92633 


HEALTH 9t FITNESS 

• BEST MESSAGE# 
SPA OF HAWAII. 647-9113 
Beautiful New Staff 
hrs: 9-11:30p Baach & 
Slalar, H.B behind 
Mobil Station 


MISCELLANEOUS 

WANTED 


CHEVROLET 


*1949 CHEVY COUPE* 

New tires, paint, excellent 
condition All origina> 
$5500 0 SOCall. 

310.694-5559 
Mistoncat Vehic.e 


Try this Excilinj Neu- Film! "Its rnam foru u 
color reproduction Vou con see the Ji//erence 
lielueen cherry red and tomato red " 

Photographic Magacine 
Now you can try the 35mm film Photographic 
Magajine calls the best 200 AS.A print him in 
the Worldl To introduce ycni, we ll send you 
two rolls Free Fine gram, rich color, wide 
exposure latitude—perfect for everyday shots 
Shoot in bright or low light—indixirs or 
cxitdoors. And you can order prints, slides, or 
both, from the same roll! Try this remarkable 
film today 

SEND ME 2 FREE ROLLS 

Rush me two 2C'Cxposure rolls of vour highly 
acclaimed 35mm film, one each at 200 ASA and 
400 ASA Enclosed is $2.00 for shipping. 

Limit- 2 rolls per household. 


★ WANT TO BUY ★ 

LADY HEAD VASES. 
(M's/60’s) Mint Condition 
Call Ann (714) 97&-8167 


66' TOYOTA IE VAN. Fully 
loaded. Original owner, 
kept In garaged. XInt 
condition.(74k mi) $7300 
o.b.0(714) 974-6365 


RECESSION? SO WHATI 
Earn a full tima Irscoma 
worting only pari Uma and 
having FUN. Amaiing "1 
day dlata”, sails Itsalf Call 


VY FUJI SPA VY 

Cuta naw staff, find us 6 
you find the ultimate In 
massage, near O.C. Air¬ 
port In back of Pleasant 
PsasanI Reatauranl. 4251 
Martingale r/G. Mac Arthur 
Squara N Bch. (714) 
553-0231 Vlaa/MC. 


PETS/ANIMALS 550 


Ragdolls, Miracles, Honey 
Bears. Must ssll all $100 
each lo half pricai Pat 6 
Braed stock. 714/662-4909. 


(714) 776-2544 


VENDING ROUTE; Good 
cash business, prices to 
sell 1-800-284-VEND 


• FOR SALE • 

3 In 1 baby strollar. Car 
bed, atroller and carrldga. 
$50 obo. (714) 996-2654 


VENDING ROUTE: Good 
cash business, prices to 
sell 1-dOO-284-VENO 


STRMSS BU5TKR8 

1207 W Imperial #101 
Brea Beautiful Amer 
Staff '714i 680-8302 


WOMENS FASHION 
BOUTIQUE. Hl-N-Area 
ESTABLISHED 60,0001 
AGT. Cerote 714/371-0200 

BANKRUPTCY/CREDIT 302 

* CREDIT REPAIR $175 * 
All 3 Bureaus, Unllmllad 
Negativas. Flat tea. Don't 
ba foolad Into paying 
moral Call (600) 750-7511 


• • FOR SALB • • 
Five piece dlr«ette set. 
Onty use for 8 mo. $100 
oa» (714) 870^401 


ROOMS PAINTED from $25 
FHEE ESTIMATES. 
OUALILTY WORK. 
(714) 665-7564 


HANDMADE 

Wooden Caroutela S50. 
Excellent condl $50 
(310) 436-5240_ 


HAVE FOUND A 
NEW HOME 


ATTENTION 

SERVICE 

SPECIALISTS 

Carpenters Plumbers 
Electricians 

Paintars Roofars 

Gardenars 

AppllarKt Rapair Etc. 
Raach Ovar 204,000 
Homas 

Serving the Communities 
of Yorba Linda. Brea. 
Placentia. Anaheim Hills. 
LaHabra. Orange. 
Fullerton & Anaheim 
At low at $12.46 per week 
Call No. County News 
Classified today 
and ask about 
The Super Saver Special 


JENNY LIND BABY Cradle, 
like new $35; 

Baby walkar $15. 
_(714) 993-1706 


BUSINESS WANTED 314 


PRINCE HOUSE CHINA 1-5 
pc placa salting $25 plus 
1-aarvlng plattar $25. 
(714) 777-0256 


Are you concerned about 
your finances, your job. 
your future? We have the 
solution In our profit 
•sharing Co-op network 
program (714) 779-9842 


REAL ESTATE 
RESOURCE 


Mill to; Seattle FilmWorks Elliott Bay at Pier 89 I 
P O.EVtx 34056 Seattle. WA 98124-1056 I 

F»r» hi* arr Ji*n ** uv uJr tVxun* I 

''F'S - XL * •*«h UflMrJ 4**UMrtY tni* -ghTr . 


QUARTER HORSE BRIDAL 

all leather $25. Show 
Horse Bridal w/silver S^. 
automatic horse waterer, 
never used $20 993-7045 


'78 Sedan Oe Villa 
120K. good running 
$2100 obo. 310-694-6061 


INVESTMENTS 


'78 Sedan Oe Villa 
120K. good running 
$2100 obo. 310-694-6061 


LAST FRIDAY... WAS I 
SCARED!— MY BOSS 
ALMOST FIRED MEP 
WANTIOtMEN WHO 
NEED EXTRA ENCOME 
Top Farm Expending Local 
Cali Now 800/7SO-4YESI 
Fw a Free recorded message 


12" SHIRLEY TEMPLE 
DOLL. MINT. IN BOX 

$45 


WE’VE MOVED! 

1771 S. Lewis St., 
Anaheim CA 


$2200 POOL TABLE. 

Blonde Oak • Burgandy 
Regular size $850 
(714) 974-6917 


1977 PINTO Station Wagon. 
Auto trans, A/C. P/S, Re¬ 
built Engine. LA Habra 
$600. (310)691-6154 


CtdLOREN*S 
FURNITURE 
PLAN PACKET 
Includes #866 plus 
plans for a table and 
charset, step stools 
and a high chair 
#2703 ..$12.95. 


A 6 S CONSTRUCTION 

Tree trimming, removals, 
fence, driveways, stucco, 
blockwatls 714/491-7296 


MISCELLANEOUS 
MEHCHANDISE 502 


$$$$$$$$$ 

PERSONAL LOANS 
2nd Mortgages Avail 
Debt Consolidations. 
Will lend up to $40K. 
CALL 

800-926-1141 


Classic 79 Towncar 

New eng. Top cond. $4995 
(WXT169) 310-691-3234 


FRUIT, SHADE, PINE or 
CYPRESS TREES $5 ea tor 
25. 4-10 ft tall (30 different 
kinds). QUEEN PALMS. 
6-8’. potted $20. GRAPE- 
VINES $1 ea. (7 kinds), 
ROSES, 5 gal S3 PINE 
TREES 2-4 ft (7 kinds) 25 
for $50; SHADE. PINE or 
CYPRESS TREES 15 gal 
$20 ea; 1 gai JUNIPERS. 
BUSHES. CYPRESS ea. 
HERB PLANTS (80 differ¬ 
ent kinds) $1 ea. WISTERIA 
TREES (9 colors) $10 ea; 
WEEPING MULBERRY 
TREES %ir% old $20 
(714)674-9488 


Reach Ovar 
400.000 Readers 
in your local area with an 
ad in the Classified 


TO PLACE YOUR 
CLASSIFIED AD CALL 
(714) 634-1567 


(714) 634-1667 


ACROSS 
1. Soft: comb, 
form 

6. Stow ship's 
cargo 

12. Black: comb, 
form 

13. More high- 
strung 

14. Garland 

15. Spring 
holiday 

16. Labor 

17. Feigns 

19. Motion meas. 

20. Heating 
device 

22. Time period 

24. Fortas or 
Beame 

27. Play opener 

29. Tolstoy 
lieroine 

32. Israeli leader 

35. Dogs and 
cats 

36. Lake or 
tribe 

37. Goal 

38. Ethiopian 
prince 

40. Form of 
Henrietta 

42. Contend 

44. Israeli 
dance 

46. River to 
tile Danube 

50. Obliterated 

52. Teacher's 
boon 

54. Squealed 

55. Is jubilant 


MASSAGE 


by Croft Patterns"' 

OLD-FASHIONED POTTY PLAN «!!r 
Both practKal and dacorauvs. ttxs fvproductxjn ol an old-tash- 
loned potty ebaa will bacome a family neataom. Approiimataiy 
iwb feat bigh. tba ebaa s easy te make bom standard-size boards. 
FuU-saa patlams iraca dira^ to your lumbar and pans can be 
cut out and assambtad wkb only nand tools. I•II66. ..$5.^5). 


SIBOORMAKIOFFAR. 
(714) 701-»ei* 


* NEW OPENING * 

NAGOYA SPA 

N«w young, ProQy LmIIy*. 
4063 Birch 8t. #100, 
Newport Btach. bwtn 
OOVY 6 Quail. Vlaa/MC. 

• 652-6456 6 10am-11pm 


Rafinlahad Daak $60; Flit 
Cablnat $50; Compular 
Chair $20; Typawrlttar 
Table $20 (714) 526-4687 


THE FUN WAY TO DIET! No 
•icaralaa, no counting cal- 
orlat, no pllla, no drugs, 
no haatlaa. Amazing 1 day 


RETIREMENT/ 

BOARD S CARE <18 

Y$o. Loara Homo.* 

24 hr care for the elderly 
Assist with Bathing. 
Incontinency/Oressing 
& Grooming lie 300613021 

CaH Oianna 634-6297. 


jCRAFTPATITRNS'.I 


PROJECT PLAN CATALOG 
Tbia naw. tOO-paga catalog pK- 
turas ovar 400 protect plan xteas 
for Indoor and outdoor tumsure. 
outdoor structures, play gyms arx) 
i playbousas. rocking horses, toys, 
doll bouses, homaknprovamani. 


dIaU. Call (714) 776-25*4 


doll bouses, homaknprovamani. 
holiday lawn decorations and 
moral Evan it you are a ttrst tima 
do-it-yoursaifar. ail ol the plans 
I ncluda ful-siza. Iracaabia pat- 
tarns lor axaetty Iranslarring the 
[ shape of parts lo your maianal. 
t Most items can ba bukt with 
li hand tools and modest woed- 
i working skills. (M2... $3.00) 


56. Assails 

57. Library 
fixtures 

DOWN 

1. Month: 
comb, fonn 

2. Jai - 

3. Soup ser¬ 
ver's spoon 

4. Beast of 
burden (Fr.) 

5. Shoshonean 
Indian 

6. Printing lent, 

7. Kid 

8. Abstract 
being 

9. Alienate 


10. V.P. (fatn.) 

11. Strays 

12 Word will, 
place 
18. Food 
supplier 
21. Between lie 
and toe 

23. Scotlisii 
explorer 

24. Unit of elec. 

25. Bonnet 
dweller? 

26. Begs 
28. Aped 

30. Anais — 

31. Conjunction 
33. Biblical 

name 


34. OTB 
activity 

39. Newspaper 
pcrioilical 

41. Aboriginal 
Japanese 

42. Part of speech 

43. Dies - 

45. — and ends 

47. Mope 

48. Skills 

49. Thing, in 
law 

51. Sault - 
Marie 

53. British river 


NEW! 100-PAGE PROJECT PLAN CATALOG 

Craft Patterns Home Workshop, Dept. NO 
3545 Stern Avenue. St, Charles, IL, 60174 


LAST WEEK’S 
PUZZLE 
ANSWERS 


Kenmor* Qat Dryer EIyc- 
tronfe Sencor 4 yrc oid 
$240. 2 twin Mattract box 
spring and framaa XInt 
condl $90 a tat. Porta Crfb 
$30i 714/990-9245 altar 10a 

BABfiAiM BOX 501 

Fiiher M9tal Detector 


□ 866 Old-Fashioned Pony Chair Plan.$5.95 

□ 2703 Children’s Furniture Plan Packet.$12.95 

(inciudat 666. labia & chair tal. stap ttools and high chair plant) 

□ 92 "You Can Make it" lOO-page Catalog.$3.00 

IL Residents add 6.5% sales tax - Piaase print below 


$100 (714) 738-7146 


Football tab!#. 40 gallon 
aquarium wHh ttand. Boya 
bikaa. Call (714) 

777-4598 


★ W FOR SALE 
Digital Diary. Oraat 
Condttionf $150 o.b.o 
(714) 756-0401 
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home improvement _ 
& service guide 


ACOUSTIC/DHVILL 


“MR DRYWALL 

Celling Specialist 

9 Acoustic Respray 
• Wall Textures 
9 Water Damage 
9 Patches 
9 Remodel 
9 Insurance Repairs 
(Licensed & Bonded) 

(714) 244-5861 
(714) 5°25-2890 


SMALL 

PROFESSIONAL 
DRYWALL 
CONTRACTOR 
‘Needs Work’ 

9 Taping 
9 Texturing 
9 Acoustic Ceiiings 
NO JOB TO SMALL!! 
Free Estimates 
774-0244 



iUSi CLEANING 


NAOMI'S 

CLEANING SERVICE 
Will Make 
Your Home 
Clean & Sparkling 

GOOD RATES!! 
Own Equipment 
Experienced 
References 
310)691-7776 


ORANGE COUNTY 
PAINTING CONTRACTOR 

20 Years Local 
Interior/Exterior 
Acoustic Ceilings 
1-2-3 Story Work 
REFERENCES 
Estimates 

Lic.#414831/BONDED 
Reasonable Rates I 

KAROL 

(714) 637-6134 


CARPENTRr HADDIIIONS/REIIIODELINGl 


RETIKD CARPEMTER 

WILL DO sum 
HOHEREMOVArmS 
A REPAIRS 

9 FKNCBS 
9 OeCKS 
9 CLOSETS 
9 PAT$0 COirsiS 
9 rra rra sra 
Raasonabte Rataa 
Call Anytime 
714) 529-2082 


El 

coNsnucnoM 

SPECIALIZING IN 

* Room Additions 

* KHchan Romodellng 
A Bathroom Remodeling 

* Interior ImprovemanL i 

* PaUo Additions 

* OtIIca Ramodallng 
Senior Citizen Discount 

Free Estimate 
(714)/el-8684 

We Guarantee our work 
(Lie llSZkSO} 1 


UC CONTRACTOR 
Reasonable Rates! 

Realtors 
Escrow Billing 
Electrical 
Rooflng/Repair 
Painting 

License #568287 

890-9726 


ADDITIONS/REMODELING ELECTRICAL 


BEN'S LANDSCAPING 
SERVICE 
9 Hauling 

9 Complete Clean Ups 
9 General Mainlenanca 
9 Tree Trimming I 
Remoral 
9 Auto SprinUen 
Install or Repair 
9 New Lawns 
Feed or Sod 

(714) 549-4380 


PAINT 

WALLPAPER 

• INTERIOR PAINTING 

• EXTERIOR PAINTING 
f WALLPAPERING 

Comettfdal! Rttideiilial 

CALL FLOYD: 
(714) 990-2019 

Slale Lie 613159 


GENERAL 

CONTRACTOR 

* Room Additions 

* Patio Covers 

* Docks 

it Hardscape A 

* Landscapa 

Free Estimates 
Lie . Bonded & Insured 

* FAMILY OWNED ★ 

We guarantee all our 
work In writing! 

(714)692-2264 


BRICK/CONCRETE 


BRICK & CONCRETE 
WORK 

* DRIVE WAYS 

* FIREPLACES 

* PLANTERS 

* BRICK RIBBONS 

* BRICK PAVING 

* BRICK PILASTERS 

* STONE WORK 
A BLOCK WALLS 

No |ob too email. Free 
Eti. Bob or Sieve 
(714) 636-4384 


CUSTOM CABINETS 
New or Relaced 
9 Kitchens 
9 Bathrooms 
4 Bars 

4 Entertainment 
Centers 

4 Garage Cabinets ' 
Free EsUmatemtt 
Referancea Avallabh 

License # 5t60tt 

714)666-0923 


CEMiC i TILE 


R.LR. 

ELECTRIC 

Raaldantlal 

4 

Commarclal 
A Ctiilng Fana 
< > Can Lights 
I» Appliance Circuits 
I» Sarvica Upgradaa 
(> Garaga Sub Panels 
4 Ext. Malibu Lights 

RICK ROBERTSON 
255-9904 

St Lie 646781 


RERCE REPAIRS 
4 CONSTRUCTION 

W Decks/Remodeling 
W Plumbing/Dralni 

* Cement/Walls 

★ Cabinets 
W Electrical 
W Welding 

TOP WORKMANSHIP! 

UCLA Engineer 
Lie. Bonded & Insured 

714 ) 529-5002 


SIA'S MASONRY CO 111 ** DISCOUNT ★★ 


9 Brick 
9 Block Walls 
9 Cement Work 
9 Stucco 

Licsnte (i647588 
Free Estimeleal 
SIA 

714/823-3446 


ELECTRICAL 


PS ELECTRIC 

All Electrical Needs 
9 Residential 
9 Commercial 
9 Service 

9 New Conetructlon 
Low Over Meed 
Sevee You Monoylll 

PAGING SYSTEM FOR 
QUICK RESPONSES! 
(714) 632-3800 

FREE ESTIMATE! 
8I.LIC 641076 


floohmerim 


12 YARDS 
No Wax Kitchen Linoleum 
$299 Inelalled 
Any brand of carpet 
SI per sq yard 
over our wholesale cost. 
OUARANTEEin 
CHARLES NASSIF 
COLOR CARPET 
846 S Brookhurst 
Anaheim (near Ball Rd) 

(714) 535-1234 or 
Eves. 539-8224 


CALDERWOOD 
HOME REPAIR 

* Fireplace Mantels 

* Doors Replaced 

* Garage Door Repair 

* Fences & Carpentry 
Buainata Licensed 

LENNY 

(714)523-2555 


EVERYTHING 

* ROOM ADDITIONS 

* HARDWOOD FLOORS 

* WINDOWS 

* TILE 

* SPAS 

* ELECTRICAL 

* PLUMBING 

* ROOFING 

EVERYTHING 

(714)990-5421 


EUROPEAN MARBLE, 
CERAMIC A TILE CO. 

* Fireplaces 

★ Bathrooms 

* Floors 

★ Counter Tope 

+ PAINTING 

Inlerlor/Etlerlor 

Commerclel/Reeldenllel 

FREE ESTIMATES! 

(714) 447-3207 I 


GMAGE DOORS H CLEINING SERVICE 


Heavy Duly Cleaning 


STEEL SECTIONAL 
Garage Doors 
16’x7’ $539 

Inslaliad 

Free Eellmales 
High Quality, Low Prices 

COME VISIT OUR 
SHOWROOM! 
DOUGUS DOOR CO 
800-244-2228 


Home 

OHIces 

on Shore (Interior Only) 
We provide producte. 

11 yeere experience 
XInl relerencex 
Cleanllneea It next to 
Godllnexa 

(714) 530-2492 Msg. 


ORNMEIfflllRON 


§ DECORATIVE § 
WROUGHT IRON 

§ SecurHy Gates § 

§ Pool Enclosures § 
§ Decor, Railings § 

§ Window Guards § 
§ Repairs § 

§ Repainting $ 

FREE ESTIMATES! 
PAUL DURON 
(714) 523-0424 


MARANATHA PAINTING 

Residential 
Commercial 
Interior/Exterior 
Since 1977 In Orange 
Satisfaction Guaranteed 
Free EsUmatea 
Uc'd Bonded I Ins’d ' 
UcK 513928 
Custom Cabinet Work 
714-633-2047 


JEFFS 

QUALITY PAINTING 
Residential 
and 

Commercial 
Interior & Exterior 
Quallly work at 
reasonable pricosi 12 
years In Orange Only. 
References available. 
Bonded & Lie.# 562869 
Free eatimatas 
(714)281-1907 


jfi ★ Plumbing 
A Heating 
A Air Condition 

All rapalri, make* 4 
model. No )ob too small. 
(FAST) Discount to All! No 
extra charge lor Sunday 8 
Holidays. Call Anytime 
LIc/Bondad/lnaured 

714/537-1122 

(I'ti beat anybody's price) 


PLASTERING 


LATH PLASTER 
•rvu- Restucco 
•uxw Patchwork 
•wee- Drywell 
•uvw HangIng/TapIng 
Texturing 
"w Knock Down 
•nw Splatter 
•was- Acoustic Ceilings 
Water Damage Repair 

Free Estimates 
24 HOURS ' 
(714) 821-3148 


BEHER BUSINESS 
CORP. PLUMBING 

Lie 4276867 

QUALITY SERVICE 
SINCE 1072 

A Plumbing repairs 
A Drain Cleaning 




Location 
A Copper repipe 
Same Day Sarvica! 

Free Phone Estimate 

714) 529-0780 


REMODELING 
Room Additions 
Custom Homes 

AA We Oder AA 
Creative Design Ideas 
Affordable Quality 
Superior Craftsmanship 
Ins'd, Lie# 497155 
Call for free consultation 

(310) 697-7768 
SPOTHELFER CONST 


PEMODELING 


HOME IMPROVEMENTS 

BATH7KITCHEN RE¬ 
MODELING. TILE 
MARBLE. GLASS BLOCK, 
SKY LIGHTS, CEILING 
FANS. FENCES, 
ELECTRICAL/PLUMBING 
4 REPAIRS 

CALL SKIP 
( 714 ) 921-9523 


rOTORIIIG SERVICE 


If You Need Help In 
Math 
English 
Writing 
Reading 
a Other Sublects... 

Please Call 
Eipand Tutoring Services' 

And Expand Your Mind 
Todaylt 

(714) 630-1410 
* Discount Riles Ayall* 


For More 
Inlormatlon 
On Our 
Introductory 
Offer 
CALL 

634-1567 

We’ll Reserve 
This Space For 
Your Business! 


lU AVAUILE 


ORANGE 

CONSTRUCTION 

Room Addition Spedellsll 
A Remodeling 
A Partial Repairs 
or 

Any Other Repairs 
You Hay Have In Mind! 
Please Call US 

(714) 639-8980 

(800) 289-3113 


TIRED OF THOSE 
OLD, UOLY, WORN, 
THERUOLLY, 
INEFFICIENT WINDOWS. 
Replace without cutting, 
Stucco, or waUboard 
NICE CLEAN JOB!!! 
Most jobs complete in 
under 4 hours 

EMERALD MIRROR 
A GLASS 
(714) 528-3244 

Licensed A Bonded 


For More 
Information 
On Our 
Introductory 
Offer 
CALL 

634-1567 

We’n Reserve 
This Space For 
Your Business! 


SPRINKLERS yURDlIREE SERVICE 


STRICTLY 

SPRINKLERS 

Since 1986 

Installation & Repairs 

* Manual & Auto Clocks 
e Troubleshooting 

* Upgrading 

QUALITY 8 SERVICE 
GUARANTEED! \ 
C&6 ALLIED 
CONTRACTORS 
Licensed & Insured 
Lie. #615469 

(714)871-5377 


TELEPHONE 


INSTALLATION 

REPAIR 

And 

PRE-WIRE 

For Phone Jacks 
Free Estimates 
10% Discount\ 
for Sr Citizens 
Dennis 
528-3575 


PEST CONTROL 


TERMITES & PEST 
CONTROL 

★ ROACHES 

★ ANTS 

★ SPIDERS 

★ TERMITES! 
Senior Citizen Discount 
Free Inspection 

M/C-V/l 

100% (iluaranteel 

(714)281-3170 


TREE SERVICE 

K»IIT7HeT 


TREE SERVICE 
& HAULING 

A Topping 
A Trimming 
A Removala 
A Cleanup 
A Hauling 
A Stump Grinding 
Quality Service al 
Raaaonabla rateal 
Free estimatea. 
714)970-0767 


PROFESSIONAL 
Yard t Tree Service 

10 Years Experience 
♦ Tree Service 
4 Yard S 

4 Hillside Clean-up 
4 Lawn & 

t Yard Maintenance 
Landscaping 

Free Estimates! 

Please Call 

LEE 

(714)572-3746 


For More 
Information 
On Our 
introductory 
Offer 
CALL 

634-1567 

We’ll Reserve\ 
This Space For 
Your Business! 


For More 
Information 
On Our 
Introductory 
Offer 

CALL 

634-1567 

We’ll Reserve 
This Space For 
Your Business! 


For More 
Information 
On Our 
Introductory 
Offer 

CALL 

634-1567 

We’ll Reserve 
This Space For 
Your Business! 


For More 
Information 
On Our 
Introductory 
Offer 
CALL 

634-1567 

We’ll Reserve 
This Space For 
Your Business! 


Tot More 
Information 
On Our 
Introductory 
Offer 
CALL 

634-1567 

We’ll Reserve 
This Space For . 
Your Business! 


For More 
Information 
On Our 
Introductory 
Offer 
CALL 

634-1567 

We’ll Reserve 
This Space For 
Your Business! 


FOR MORE 
INFORMATION 
ON OUR 
INTRODUCTORY 
OFFER 
CALL 

634-1567 

We’ll Reserve 
This Space For 
Your Business! 


Reach over 20^000 homes arid 400,000 readers every week 

_ . „ NORTH COUNTY NEWS 

Serving Orange, Fullerton, LaHabra, Anaheim, Verba Linda, Anaheim Hills, Brea & Placentia 

To place your ad, call (714) 634-1507 
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COMPARE 
TO $40.00 


BOYS 

T-SHIRTS 


BOYSP.C.H. 

ANDMORE 
FASMOU MAKER 

SHORTS 


WE CARRY GOTCHA - RUSTY - SIDEOUT - O’NEILL 
NO FEAR - SPOT SPORT - ALL HOT BEACH LABELS 


II APCilTIA IN THE VONS CENTER 
'LAUcNIlA at BASTANCHURY 

1888 N. Placentia 
M-F 9:30-9, SAT 9-8, SUN 9:30-6 

(714) 993-6994 


• ANAHEIM • LAKEWOOD 

• COSTA MESA • LOS ALAMITOS 

• LAGUNA HILLS • HUNTINGTON BEACH 


LONG BEACH (Outlet) 

ORANGE 

TUSTIN 


SUPER SPECIAL 


FAMOUS 

MAKER 

SHORTS 

YOU’LL WANT SEVERAL 


#501 

• RINSED GREY 
•OVERDYEBLACK 

• RINSED BLACK 
•BLEACHED 

• STONEWASH 

• KHAKI 

• BROWN 

•MUSTARD 


#550 

• RINSED BLUE 

• SAND 

• STONEWASH 

LIMIT 2 PR. 

PERCUSTOMER 
SORRY NO DEALERS 


SHIPLEY'S 


A TERRIFIC CHOICE!!! 

LEVrS® 

PRE WASH COLORED 

^501 


BUTTON FLY 


FULL CUT ZIPPER 
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Anaheim Hills • Brea • Fullerton • La Habra • Placentia • Yorba Linda 


A.P.R.for 
48 months 

in lieu of 
1 rebate r 


lieu of ^ 
ibate pOS 
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P 
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[7] Air Conditioning 
[7] Power Steering 
[7] Rear Window 
Defroster 

[7] AM/FM Cassette 


[7] Light Group 
[7] Convenience Group 
0 Dual Electric Mirrors 
0 Overdrive 
Transmission 


3 AT THIS PRICE! 

176557 174223 176572 

TOTAL BEFORE 0ISC0UNT8 .*11,473 

MFG PACKAGE OISCOOIVT .574 

MFC. SUGG. RETAIL PRICE.10,89f 

FAIRWAY OISCOUNT.1804 

SALE PRICE.929f 

FORD REBATE .40( 

HRST TIME BUYER REBATE*.40( 


I 

I 







[7] Power Windows 
[7] Automatic Trans 
[7] Tilt Wheel 
[7] Rear Window Defroster 
[7] Convenience Group 
[7] Power Steering 


[7j Power Locks 
[7] Speed Control 
[7] AM/FM Cassette 
[7] Light Group 
[7] Dual Elec. Mirrors 
[7] Luxury Group 


5 AT THIS PRICE! 

145990 124229 122415 145970 145980 

TOTAL BEFORE DISCOUNTS .*13,3 

MFG PACKAGE DISCOUNT .8! 

MFG. SUGG. RETAIL PRICE.12,5 

FAIRWAY DISCOUNT.14! 

SALE PRICE .11,0 


HRST TIME BUYER REBATE 


I 



[7] Air Conditioning 
[7] Wagon Group 
[7] Rear Wiper Washer 
|7] AM/FM Stereo 
[7] Light Group 
[7] Interval Wipers 


[7] Rear Defroster 
[7] Convenience Group 
[7] Dual Electric Mirrors 
|7] Power Steering 
[7] Child Safety Locks 
[7] Body Side Mouldings 


5 AT THIS PRICE! 

129741 105220 105328 123138 123145 

TOTAL BEFORE DISCOUNTS.*12,571 

MFG PACKAGE DISCOUNT.*1972 

MFG SUGG RETAIL PRICE.*10,899 

FAIRWAY DISCOUNT.*1104 

SALE PRICE.*9795 

FORD REBATE.*400 

HRST TIME BUYER REBATE*.*400 


NET 
COST 
TO YOU 


*8995 


BODY sm^ 'gg 

.VAuto Overdrive Trans Q Speed Control 
1 \ Rear Window Defroster Q Air Conditioning 
. Tilt Cluster Column U[ Premium AM/FM Cassette 


3 DOOR HATCHBACKS 

Convenience Group Dual Electric Mirrors 
^ Light Group [7| 15” Aluminium Wheels 

2.0L DOHC Engine 0 Bodyside Moldings 


NEW '92 LX THUNDERBIRDS 


[7] Pomr Ssst [y] Powe* i-ockt 

Spaed Cantrol |2] Bectric IWrrort 

0 MM/FM cssaette (7| Fog Lanpi 

(7| diiu Tamp dr cand. \ 7 \ Conveidance Group 


\ 7 \ Pomr Wlndom 
12] Tit Wlwol 

121 Cast Mumfedum Wlwela 
[ 2 ! ComortOB Lompo 


[21 Floor Mata 

[7| Roar Mndow Detrotter 

[Tj Ugm Group 

I21 BodyaMe MouMnga 



NET COST 
TO YOU 


13,995 



2 AT THIS PRICE 122914 123209 


NET COST 
TO YOU 


* 13,995 


5 AT THIS PRICE 177618 169043 176596 176106 176591 


■ THIS WEEKEND ONLY • 

EVERY F-SERIES TRUCK IN STOCK 
"RED TAGGED” WITH DISCOUNTS AS MUCH 

AS *3000*** OFF M.S.R.P. 


PLUS!! 

GET 

$1000 

REBATE 


★ WEEKEND USED CAR SPECIALS ★ 


*82 FORD 
FUTURA 

Auto trans, air cond. 
AM/FM cassette & much 
more! A real nice carl 
(1EXB932) 


*82 FORD 
F-100 

Pickup Auto trans. A/C, 
runs good. #2645251 


*88 FORD 




AM/FM cassette, air cond , 
sliding rear window, bed- 
liner, chrome bumper and 
more. Lie #3R06485 


*90 FORD 
MUSTANG 

Auto, a/c. pwr windows, 
p/locks. AM/FM cassette, 
tilt, cruise & more 
(2CJT887) 


*89 TOYOTA 
COROLLA 

Air condition, nice clean 
car - you'll like It! Lie 
#2RCL569 


’2990 ’3990 ’5490 



All vehicles tuhieci to pnor safe phis tax, Ic.. iloc. teas, on approv ed credrt, and Bninct cita p p ei. H ip 
iNuslrairan Dnty- Actual equipfnefTt may vary from pteture. Ad prices do not apply to leased vehicles. 
'First time buyers retoies subiect to Ford Motor credrt approval. Certain rostricttoiis apply. 

1350 YORBA LINDA BLVD., 
PLACENTIA 

YOUR SAVINGS HOTLINE 

524-1200 


*89 ISUZU 
IMPULSE 

Auto, trans. pwr windows, 
pwr door locks. AM/FM 
stereo cass. air cond. tilt, 
cruise, sunroof Lie 

$7490 

*90 FORD 
RANGER XLT 

V-6, auto trans, air cond, 
pwr wind & locks 
#4670386 

’7999 

*87 FORD XL 
AEROSTAR 

Auto, trans. pwr windows, 
pwr door locks, air cond . 
oust, wheels & Tires, too 
much to list Lie #2EMY705 

’7990 

*90 DODGE 
DYNASTY 

Auto, trans, air condition. 
Wire wheel covers & more 
act fast on this one! Lie 
2S2H067 

’7990 


*87 HONDA 
PRELUDE SI 

A/c, sunroof, 
vr/windows, tilt, cruise { 
more. (#ISA602) 




. Enam 48 Imirt alter puUicatiaa. Pictim lx 




-T 

AN EASY DRIVE 
TO BIG SELECTION 
AND BIG SAVINGS! 






























































































B2 Noftti County Auto Section September 3,1992 



Boick 


Acnra 


Cadillac 


BMW 


Chrysler 


1890 W. Commonwealth 
(714) 526-2281 


MONDAY THRU FRIDAY 8:30 
9PM Sol. 9-8PM 
SUNDAY 10AM-8PM 


SERVICE 

HOURS: 


I With Early Bird Parts 

■ P.U. it Drop Off Open Sat 9-1 PM 

ALL CARS SUBJECT TO PRIOR SALE, PLUS TAX, LICENSE ft DOC 
FEES, ALL OFFERS SUBJECT TO APPROVAL OF YOUR GOOD CREDIT 


SALE ENDS 24 HOURS AFTER PUBLICATION SALE PRICES DO NOT 
APPLY TO LEASES, 


‘91 MUSTANG • SALEEN, 
block Conv, 5,0 limitfd 
edition, rocino suspension, 
full warranty. 3000 miles, 
alrboo, anti-lock brakes, pp 
| 32.(W ^2x^277) 714557-3207 
* '90“MUSTANG LX A w'ht w 
blue int, auto, air. amtm, 
20K ml. Like new! $5300 obo 
(2t hm423)PP 7 14-694 -9398 
■89'Musfan9 GT 5.6, 28,000 
miles, loaded, new tires, 
brakes Socrifice $6500 
Uwmfo40) pp 7 14-55Ij3719_ 

'87 Mustang Convertible. Xlnt 
cond. Jcyl, l owner, only 33K 
mi, white, loaded $690>(Xobo 
3aek982 pp. 750-0612, 750-6808 
86 Mustong LX, outo, ac. Pdl, 
amfm stereo, excellent con¬ 
dition, must sell $2340 

(lpou500)PP. 714-472-3 739_ 

••• M MUSTANG, beis^ 
auto, oir, amfm. GREAT 
COND' Low miles. $3^ 
( lrvQ323) P P 714-354-5489 _ 
■94 mGsTANG tST 5 6, '5 5Pd, 
302 engine, full power, air, 
excellent cond in.out $2950. 
0^ ,fJ?»J'^5P51..991-6^93 
■ '83 Mustang GLX, excellent 
cond, air, sunroof, new tires, 
omfm radio, $2160 obo 
Uhcl337ipp. 714-491 7018 


86 NEW YORKER, turbo, 4 
dr. oufo, amfm coss ithr 
■nt. PS pb. pwnd. tit $3250 

■■ 83 New Yorker Mark 
Lross Edition new tires, 
iooded. well cored for. good 
tronsportation cor $1.995 obo 
nniw"* 1 2). 714 644_ 9378 
■ 72 New Yorker 4 dr. xlnt 
running order less than 
4'J 000 origmol miles $1050 


■91 Steoith ES bik, loaded, 
chrm wheels cc, tilt, mint 
cond UP $16 999 (2xhh369) 
731-69V6 evewkfij. 556 0565 


AUTOS 


900a»9399 


87 CENTURY LIMITED 
DESERVES GOOD MOVE 
$3500 PP (3FVP383‘ 
714951-8158 Extra Cleon; 


4 Speed (1ncv765) pp 288 1922 


!kxo46l PC 310 594 i.v-t’.l 


■■ 84 Escort Wagon, oir 
outo, omtm, cruiw, excel¬ 
lent condition, $2100 obo 
(fhw 312)PP. 714-847-7586 
'81 Escort 2 dr, outo, 94k 
miles, looks nice, runs xlnt, 
$875 firm, pp ded043. Call 

- ’ U-5 35-261 1 .. 

W EXP. Q real nice cor, lo mi, 
5 sp, CC AT, omfm coss, 
fresh fires, this was Ford s 
answer to the Fiero. $2495, 
PP lptLQ73. 8j7 5556 
'79 Fairmont Station Wagon, 1 
owner om fm coss. good 
shape, 90k miles. $900 
(2^xYi) pp 714777-5178 
‘90 Festive, gray, clean, like 
nu, 5$p. AC, omfm stero cass, 
gd trs, wear cvr, 18K* mi. 
$40iaobo 2tua738 pp 543-5712 


Testorosso, conversion, 
HIkton. 47k miles, $19,500 
■M'tt top Ppferori3 Coll 714- 


8' CENTURY 4 dr, 6 cvi, 
fully Iooded, 60 k mi 2nd 
ownr $2900 v2zvwe64‘pp 

^UB26;4675_ 

■83iCentury 4dr.outo, pb, PS. 
o c. 6'K mi 1 owner mt like 
new xinf cond. $1950060 

•• 7$ Century Stotion Wqron. 
Full power, outomotic Good 
ConditoT' $1500obo ^l38uot^ 
con 714-855-0432 PP 


• *91 INTEGRA LS. low miles 
fully eopt oH oimenities 
$13.firm ivFL334>op 

552-34 6 0, ly msg _ 

i« 'NTEGftA lS Mr H B ac 
44k mi pw Pd; pwr snrf. 
coss red gorgeous' $8,07’ 
{2mcw72T)pp Days S30-990C 
^tves 44*-^i 

^ mtegro uS 2 dr snrf A 
cond stereo coss, cruise 
coot outo, 54K mi, only $'*900 
(30^513) pp 635-4022 
M mtegro R^ 5 Spie^ 4 
door, ac, PW, odi, oil sve 
records good cond $’100 
21. 035200 ^ 14 522-6183_ 

•’87 Integra LS Sdra 

LO Miies-Looks Greot' 

UW pp (OSlilhl 'l4-99e.6e69 
8’ INTEGRA LS, outo trons 
pwr drswndws Steer coss. 
thr mt ac xlnt cond. S'W 
y2ucf290) PP eves 4?5.fe2^ 

♦ ♦ '90 Legend L Cp Blue 2Sk 
mi 1 owner .mmoc iooded 
$18 SOOobc DP<2wrc'^2' 


t2mct352Jj 893^5702 


THIS WEEKEND 
AT McCOY MILLS BUICK 
CMC TRUCK 

ANAMERIBIEDINOUNGECOIINIY 

FOROVEIilTEAU 


'89 PROBE 

Auto, air, am fm stor coss. pp 
Runs great $5350 (a-1 ) 593-7776 


81 Stainless Gutiwing. outo. 
32K miles mint' gigowtspp 
$17 900 LOli Tom Dovs n4- 
833 3101 or eveg 494 1484_ 


■89 PROBE GT. 5 Speed, AC, 
power windows, $8000. pt 
2rqv211 310-925 3217 


85 ELECTRA T-Tvpe tour- 
.ng suspension, everything 
pwr xlnt t.res xtra deon. 
^lnoy029i pp ’59-0650 
'^'e’l'ECTRA LTD 
2dr hordtop. blue 455 V-8 
eng full pwr $760 v 358fvel 
ap C on 7 14-283-045’ 


P '89 Probe LX white bura 
ISP only 19K mi, cc, omfm 


umy »Tfs mi, c/t, uiuti. 

Showroom cond, $9000obo 
pp(^ 2m gr096). 714 645-647^ 
'89 PROBE LX 
Snrf, a c, am tm stereo, ps, 
pb, pmrrs. tit, cc. $5900 obo 
(2 KJS542) pp 495-6231 

■83 STATiON WAGON LTD 

low mi, outo, om tm, ps, pwnd. 


'86 ARIES blue outo, obrks 
omfm. Good cond' 4dr, 
Must sell! (2kni2’0)PP$2.47$ 
o bo. Sout h 0 C 6^-3399 

'84 ARIES 

4 dr novy blue, must sell, 
..7l4-49’-994l 


89 FESTIVA 

RED. 4 cylinder air cond, 
4spdi2500 (2pbb868}ppColl 
^^ 4-9 85-1S86 l eave messoge 
‘88 FESTIVA LX, air, tilt, pb, 
high mileoge, runs & looks 
greet, $l900/o^ pggv066> pp 
714- 891 9536 Oft 6pm . _ 
eee 88 Festiva, 4 speed, air, 
stereo 1 owner. 59k ml, ga¬ 
raged, $2245 (2lih73nop, 

Dovs >14-534 8172 e e e_ 

'72 Golaxie 2dr, air, 1 ownr, 
moint records, mech sound, 
nice fwy cor. $1,100 
(26lQ hm)pp S&8-7 914 
* e 85 Lincoln Town Cor, mint 
cond, runs perfectly, only 
77K mi, fully loaded $4995 
(lm kl973) pp 960- 157S 
'85 LTD, A.C, PS, P B, runs 
preot. 160K mi, new tires. 


89 AEROSTAR 1 ownr all 
rec All options! $1000 below 
wholesale book $799$ w new 
togs? i2kiu799}pp 714-495-7278 
■91 Crown Victoria LTD- fully 
loaded, 4 dr. low mi, xlnt 
cond, 5 yr ext worr $11,999 
(2upd52U.pp 760-6848, 

■ 85 Crown Victoria 4dr-every 
power opt Spotless mt ext, 
low mi. Super condition! 

$3450 2cnd325 pp 859-9530 


8' Lesobre Ltd- ti-M power 
pewter grov. new tires i 
struts 2vK mi. $7500 firm 
nrub686Tpp n 4-524-8168 

83 Le Sabre LTD Mr sdn. full 
pwr. 54K octuol mi, xlnt 
cond, 2-tone w wire whi cov- 


$800. pp 3afc_7p 


S’ COLT 


$1995 (G8P188)PP 310920 9055 


2dr 4spd omfm coss 'ite 
metoilic blue $1950 
(1st 14561 pplU 49J-8349 
I '86 COLT 2DR HATCH 
BACK Silver red mtr. orig 
owner good cond, $2300 obo 

(1 sk 14.18 L pp 714 859 • 4104_ 

Mia COLT 4 speed, 
original owner. 
ilOOO. illbP««2' 


'83 Mustong GLX Convertible- 
76K mi, foaded! Xlnt cond' 
$399$ (w3dno)pp 648-7128 


!■ '75 LeSobre Convertibte 
beautiful. $4 900 pvt porty 
l2gh2846' ^14-554-6302 


t9 Legeno Coe Bohomo 
bronze Enkes ithr, outo 
mnrf Dir serviced 


•83 MUSTANG GL 
6 cyl auto, orig owner, 
must sell, $1650 obo 
(Cuv 207)pp. 714-827 6472 
ie '81 MUSTANG ♦♦ 

4 cylinder, 5 speed manual, 
sunroof, $1100 lldkvl76) op. 
Co ll 970-6714 _ 

ee '00 MUSTANG GHIA ee 
Yellow, auto. Runs Greot! 
Dent in reor fender. $550 
obo L037ZB G) pp ^4 ^ 

' '79 MUSTANG COBRA 

outo, bIk, 352 eng, am fm cass. 

$4500 (2KQL895) PP 667-6089 


91 ESCORT LX 
2 dr. outomotic, oir cond 
omfm stereo, like new. pp 
. $620 0obo 995 -1687 (2u dk81 S) 
'89 Escort GT whit<» o c. ps, 
cc. tilt, Sspd. amim cass, 
Kenwood speokers bik bra. 
beige mt, greot cond $5200 
obo (2kwr7]4)pp To view 
le ove messoge 7 44-1813 
'89 Escort LX 2 dr hofchbock, 
white red int, ps, ob, omtm, 
ac. runs xlnt. $4900 obo. 
2nxt339,pp . 36l-773Slv msQ 
'88 Escort GT - bik, ac, ps. pb, 
pvll-out stereo, nu timing bit. 
Viper airm, runs good $47O0 
. OtX) (2xlv0OT) pp 71 4638-19 48 
'08 ESCORT only 47K mi, 
outo, ac. omfm coss. deon, 

Escort LX Wgn. navy blue. 
70K miles, outo, am fm coss, 
ac, tilt, ps, Pb, pmirrors. op 
$3500 {hahW 496 6116 

■ '88 ES(:0RT GT 3DR ■ 

red, 5spd 64k mi, ac, stereo 
$4200 ( 2ywg7 S2)pp 714-5 27-7774 
'86 ESCORT 4DR, block grey 
cloth int. runs great, must 
see, 130K fwy miles $1650 
OBO ( lS dx444)p p. 552 4044 
♦ 85j ESCORT eee . 

Like new Red, nu ont | 
Very dependable $1690 obo I 
PP-L2.CbnM3j 631-6020 I 


02 LTD blue, oil power, runs 
good, some body domoge 
om fm stereo coss, $i 100 obo 


88 Legeno- white w groy 
cloth xint cood' 65K mi. 1 
owner, chrome whis- $11 .vOO 

(2hOtlb61^7U-589-847 ’_ 

'M legend. 4 door fully 
lOoOeO outo. xlnt cond 
W’SOobo. (2HHN042)dlr 
8934)744 or 522-2477 


eeeeeeeeeeeee 

84 Olympia Century 
lTD 1 ownr xlnt conO $2900 
obo trontmorelpp 525-9701 
86 Pork Ave. fully iooded. V6 
new tires, brakes trons still 
under worr. onced $1800 un¬ 
der biuebook for quick sole 
$5300 L2cvf49n pp. 826-14 13 
'87 Rego' Turbo T w rore WE4 
pockoge Cleon, fast 1500 
miles on runnmg gear pp 
$19,5 00 L2 eio243i W-024^ 

■ 86 REGAL ltd V8 2 door. 
S8K miles, fuilv 'ooded 1 
owner xlnt cond $4400 

•90 Rl’viERA 

XLNf COND, 12K mi 
'ooded $17.500obo pp 
vV^dOW). ’14-495-8799 
■'♦ ‘SP RIVIERA * 
Owner w iH finonce Wht, 3’k 
m oil opts. $17 650 pp 


'92 3/4 TON P.U. 

SIERRA 4X4 CLUB COUPE 

Heavy duty chassis equip., heavy duty 
trailer, 454 eng. plus all options. 
(#523507). 


■06 Colt Silver w .Voroon mt. 4 
SP. ac. 2 door new carpet, 
good tires runs great. $197$ 
PbP PP 8-*1-5^7_ 

•86 COLT VISTA WAGON, 7- 
psg new irons. Runs Grt' 
Xlnt Fom<iv cor $4000 obo 

_iJNOU305^P P 2125_ 

88 Oovtono- Auto Full power, 
chompogne color. AC tilt, 
sunri new tires brakes. Xlnt 
_$45p0 (2nfg325ipp 84 ^ 0404 
85 DAYTONA TURBO. 

2 2, mint condition, rebuilt 
engine $3295 2utb548.pp 


•'90 Tourus LX Wogon, 20k 
mi, White w Block leother, 
xtro Cleon, fully loaded. 
$14,950 PP(2rtnei6 ) 538-1112. 
'90 TAURUS L, 1 owner, outo, 
PS, pb, cor Phone, tilt, cruise 
& oir bog, xlnt cond, $8750, 
pp(2$q l32 9), 857-6738 oft 6pm 
*'90 TAURUS V6'autO, 19x7 
Impeccoble Cond. pspboir^ 
tilt cruise air bag. pp 
_t?li2372) $8^ Sobo 847-0652 
'90 Taurus StotionWagon V6, 
20k miles, full power, AT, pb, 
ps, tike new, must see $w50 
obo pp 2str5l5,, 714.826; 7804 
'W Tourus Gl^, V6, 19l< mi, a t, 
PS, ac, coss, t/Nv, c c, pdl, 


lust tuned up. $2W 
..illr u473)PP Coll 714730-1 774 
84 LTD Crown Victoria VVgn, 
seots 10, V8, At, ac, p b. p s. 
pw. $2/600. ( 1 kem 066 )pp 
ptt_757-5704^ Hrn 854-6W9 _ 
'85 LTD equip w phone, strong 
eng & drive train, tinted 
wndws, bik w grey int $3000. 

2pbo424._7l4-8^-6^7 _ 

* 86 LTD, Good cond, om 
fm coss. oc. PS, pw. pb, 
90K mi, 4dr. 6 cyl $2400 

.iUtnrW) Pe.942.*?lK 
'76 LTD new engine, muffler, 
brakes, tires Excellent 
cond, $1300 obo (367nov)pp 

_C oll 310-4 95-7126 

'83 LTD ' 

V6, oc, PS, pw, cc, 4 dr, 
|o(o , pp ^ 

'85 LTD Wagon- ac, auto, ps. 
p b, good tires, good running 
condition. $1950 pp (1sec847) 


|7 Legend u 4 dr. outo trons 
full power sunroof leather 
Interior CD cnonger. $12 500 
pp .:EkF2:6 59'67^.^_ 


(042waklpp 


73CamoroLT 350engme.ps. 
pb, ac new outo trons. rebIt 
front end Looks & runs great 

_i2700j2Vbp«' _ 

67 Comoro SS new motor, 
new mt new vinyl too very 
Cleon $4200 firm op 
(2rcu637) 7U82B S247 _ 

'89 Coorice Classic 4dr ps 

f w pseots, AC CLEAN' 
ULLY LEADED' $5699 

84 Coprice Sto 'Wogon. p s. 
Pb. cc XI5 V8. new trons, 
voives & rodiotor $3600 
(2b kh 5101pp 714 -847-4034 
■77 CAPRICE CLASSIC? 2-dr 
outo COSS- runs, but needs 
trons work $1250 Obo 

(144S2A)w Coil ^•^8-3711 
'77 Caprice Wgn- 9 passenger 
runs grt looks gd, no dents, 
needs pomt $1200 pp 

l2wv v7S 6' 546- 120, o_ftr 4Dm 


* 19 GRADUATE * 

•d ton Int 6.8K mi 
rds $11.900obO izql740' 


♦ ♦* '79 Mustang, Gray, ac, 
PS, Pb, good cond, $95C 
PP(699Z0h) 556-0124 


Oil 714-•*54-0518 


'97 MILANO good cond 
.71K miles, must sell, $4,500 
Of best offer pvt porty 
•i2n>P565 ) 714.S44-9$12 
t7 Milano- V6 2 5 liters. 5s^ 
■ac. PS PW stereo, looks & 
feels greet $5900 obo 
, (Iscxoirpp 714-636-4194 
^7 Spider veioce. nnetoiilc 
blue, leother int 35Korigmi 
*gf >9 owner, new too. momt 
>9000 us*n6l6'PP 71*538-6 527 
81 Spider Convertible, looks & 
runs good omfm cossette 
'$3500 (?bMB222) PP 


89 fencer Shelby, 4 dr. oc. 
infinity stereo, full power 
47K m», great cond. $8-900 
(2mls53 5)pp 7U67Q-816 8 _ 
aa '90 MONACO'eS, outo. a 
c ster coss, Iooded. red xlnt 
cond. 24K mi, $7.100 pvt 
porty v2yhh527^ JU373-4977 
'87 SHADOW 

Silver silver 4 door, outo- 
oir, omfm stereo, 1 owner. 
$3200 J.02S62P1PPJ14-552-0225 
'87 SHADOW, 4-cyl, 2-dV. m'o- 
roon. auto, ac, PS. cc. tit, dig 
omfm, low mi Runs Grt* 


'72 Mustang 351 C, outo, driven 
doily, new paint. SzvOGreo- 
sonoble offer, pp lmiz213, 
_7l4-978 6405 leove m essa ge 
'71 Mustong? BOSS 351, 57k rfii, 
4 spd, Magnum 500 wheels, 
looks & runs xlnt, $10,800 obo 
pp (2 wcx65^ 310-4-28-eQ61 . 
aaaa '68 Mustang, 6 cylin¬ 
der, outo trons, xlnt cond, 
$12<X) pvt portv (lebb612). 

714-666-874 5_ 

'66 Mustong, auto, rebIt eng, 
rebit trons. Viper alarm, 
custom rims. $3700 obo 
(DHDSOO) pp 310-94 4-6752_ 


MSRP. 

McCOY & MILLS DISC 
REBATE. 


Extended warranty. $7800 
obo (2NFG 01 7)pp 582-1378 
'09 Taurus Sedon, less thon 30k 
mi, V6, full pwr, xInf end, at, 
pspb, tilt, cruise, am,fm 
coss. $7275 2ufc590pp 626-6126 


************* 

07 Riviera full power 
very Cleon nu trons tires 
$6,000 ;2fno094)pp 58 2-5294 
‘85 R'Viero Conv . ortg white 
w burgondv Ithr, nu over¬ 
hauled motor xlnt cond 


'89 TAURUS GL 
3.8, full pwr, mags, 
tint, perfect m & out 


'89 Mustang Conv, must sell. 
Reduced riDOO. Fully iooded. 
Only 35K mi. $7990 
_5iyM25_)PP 261 -706 , 248-8260 


546-2531 283-3748 


ii?2pp. 508.-6834 


86 SKYHAWK 


2dr. ot. oir ps. ab. deon. 
moint . 1 owner $1950 

L 2th 1283) PP 714-551-3233 
••• 80 Skviork 4 door, white 
PS Pb. PW new rodiotor 2 
new tires, must sell $1100 

L2oqm404 pp tu 731-2571 _ 

72 Skviork ac. outo, console, 
bucket seats-ithr ow pdl, 
tilt, new red point, vinyl top 
new t.rescstm rims $450(L 


aa '86 SOOOS. outo. fully 
'oooea, leother, stereo co$$ 
80 k miles, very cteon, $3750 

(l>VfTU38> PC 714-531-7304 
•S SOOOS Turbo - power every¬ 
thing' Looks & runs xmt; 
Exceptionoily deon* $4450 
(2>rtv235)^ ’14-830-080' 

80 SOOOS 

Auto, Oir, sunroof new 
tires, indionc Red $2025 
(2Yaw633) ^ 7U 363-9884 
'M 90 Quottro. fully iooded, 
leother interior like new, 
low miieoM. $12,900 
(2hhz006) pp 7T4777.9016 
e'8l Coupe GT '87 Quottro 
Body Pioneer CD Changer 4 
amp. xint cood. $3200 obo. 
(Pendono)PP 714-362-8909 
'91 Fox. 2dr 4sPd. 4 cyl, Pb, lo 
mi, white grey int. stereo 
coss. new cor worr , .mmoc. 
$525C (796 y dh-' 7U380-113 7 


C)R2 9%fln uplo48moi 


V-8, SLE, Pkg, Trailef equip 
&mae (713075) 


Fwys meet 


Where the 5 & 91 


CADS WANTED 
We Br.ng You 
$500 To $5000 Cash 
Fast Poi'te Friendly Service 
Aiwovs Since 1975 893-0121 


OLDSMOBILE ■ HYUNDAI ■ iSUZU ■ PONTIAC 


'87 Broughom E'egonce, 35K 


miles, in perfect condition, 
like new, see to oporedote! 
$945 0. obo (idsel) pp 4 98- 2656 
87 Brougham O'Elegonce, 52k 
mi, ermton Ithr inf Showrm 
Cond Just Detailed & Tuned 
$9 80QoOopp (2diuSS8) 551-4720 

'85 Cimarron-Only 50k mi 

a Grev. LOADED' a 
$4500 pp (lnctl45 ) 499-5590 


B'89 Corvette coupe red w bik I 
ithr int, gloss too. gold tnm, 
chrm whis. ?9K mi on trans¬ 
ferable lOoK mi worr. xlnt I 
cond, $19,500 (2mkp374) pp { 
doy 630-7751 eves 974-0675 
09 CORVETTE dork red me- 
toMic. 2 tops, all options, 29K 
mi, excellent cond. $18,500 
obo (2wln244 pp 7U552-64^ 
'86 corvette CONV, 

PACE CAR-SHOW WINNER 

rust ton. all the toys - < 
burlwood dash, gold pkg, j 
ground effects, Web whis, I 
$17.900 (2edmlQ6) PP646-0172 ! 

* 05 corvette z-51 * ; 

1 ownr. 44K/ Red. ton int ^ 
Fully Iooded. Lumber j 
seats, Bose cass, Ceiluior I 

S hone. Xlnt $10,900 Serious i 
uyers only' Must sell dp j 


'70 2002. 4 speed, runs well, 
needs o iin<e work, $1,250 or 
trode for small truck 

Pi><H4blh) 723-1021 _ 

'70 2002 beige brwn, Stoge i' 
er>9/ SprogsBilisteins. IS'whis 
♦ires, shpsxns. oc. xlnt cond 
smog'd $2551 657vvh 449-9026 

a 'T2 2002. new eng, gkc, xlnt 
cond, 4 spd. Michehn tires. 
$2425 i71teok) OP 


89 Couoe Deville. grev w grey 
leother mt Vogue tires S> 
custom whis Bose gold ste¬ 
reo. xlnt cond, 35K mi, 
$15,000 2lvf24lpp 714-721-6714 
*** 86 Coupe be Vine, 

brown w velour int. i owner, 
ac. PS, cc, fully loaded, 
immoc m & out $570(Vobo 


92 Grand A 


'76 2002. red white 
EXCELLENT CONDITION 
130k orig mi, outo, $3500obo 

_(386Pi f) PP 583-0147 _ 

84 318i 

White- 2 dr, om.-fm cass, ac, 
sunroof, xlnt cond $5000. pp 

(fsf06n). 714-725-0230 _ 

'83 320*. 90K miles. 5-spd, sun¬ 
roof, block, BBS rims, oir, 
phone, very cleon, $3,950 
(9mnl25)PP 310 491-5636 
♦* '81 320» *♦ beautiful 
brown, sports rim, snrf, om 
fm coss Must See' $3000 obo 

(ICJJ639) pp 54S-2670 _ 

** 77 320i ** Bor9an<^, 5- 
spd, on\-fm coss, snrf Runs 
good. $2500 obo (2WiG59i) 


’92 SIERRA 
1 TON CLUB CPE DUALLY 


All options, inc. HDtroilertow, &454 eng. 
SLE package, chrome wheels. (#541285). 


gooa, runs ureoi, arrvTm, 

PS new tires, must sell $975 
obo L84lir)) pp 832-7817 
'91 Eidorodo- White w biege 
inter, duel power seots, Bose 
CO plover, gold pkg tinted 
windows, onti lock brokes. 


'80 320i 

Monuoi trons, Good Cond, 
140K mi. ac, blue $3100 

(ovrguplpp 716-854-0639 _ 

'87 325, 2dr, Sspd, ac. pw Icks, 
polish foct rims, cruise, 1 
owner, very shorp $11,800 
obo (2fng777; pp. 798- 6046 
BB '87 325, 6 cvl, 5 spd, bik, 
miles, mint condition, 
14400 firm (2rfy664) dp 7U 
9354642 , 7U 633-9236 John 
'47 325, burgundy, ES trim, 
cstm whis new P6's, Alpine 
stereo $10K pp 310-^-9981 d 
310-439-4l04,e-wfcnd 2LVA806 
* '85 325e, 6 cyl. Ssp, ab. p 
snrf, Pdl, a/c. am fm coss, 
cfyompogne color w beige 
Ithr int, chrm rims, xlnt cood 


windows, onti lock brokes, 
fully leaded. lOK mi $24,9M 
(2wiz323)PP CoH 714- 990-4121 

aa '90 Eldorado Biomtz 

gold, 28k miles, private 
porty, $24,700 

(2ubw623T. S008?8-6217 _ 

'90 El Oorodo. Block. Gold 
Pkg, 56k mi, includes cor 
phone, xlnt cond. $16,000 obo. 
PP(2riv560 ) 310-924-5371 
'85 El Dorado, exce'ient 
condition, Iooded. leother. 

life yellow. ^250 
(1ndm544)pp 714^7-2968 
** '63 Eidorodo Biarritz, nu 
brkstires, 56x on eng, good 
cond, drk blue, very cteon, 
$3785 ( 2pyi774)pp 77 7-3519 , 

'78 Eidorodo, Biorritz. 'coded, 1 
good running cond, good int, 
good body, $6000 obo, pp| 
2yve494. coll 018-330-1827 
'83 Fleetwood Cpe- 31K orig! 
mi, Like new in & out, new ' 
dbl eogie tires, goroge kept., 
rvsmkr. Sell due to illness.' 
$5700 ( 7Q7koy)pp 818-966-8599 , 

'00 Fleetwood 

BROUGHAM SEDAN, fully 
Iooded, runs great. $2900 
(trevoe)pp Coll 714973-8061 
'90 FLEETWOOD- white withl 
white vinyl, runs good- looks i 
great! (l^p^)pD$l800obo 

714-586 8589 _ 

'70 Fleetwood, 4 dr, luxurious 
leather, runs beout, no rust, no 
rotties, good MIchelins $2695 
obo (2zxi680)pp 7U49S-5989 


** 79 CORVETTE, redred, 
gloss top, deep dish mogs 
Looks & Runs Grt! $7500 obo 
(JUSCRUS l N)pp 74 4-4133 
'70CORVETTE silver wht, 350 
outo, t-top, bra, cor cover, a 
c, greet shape, 70k mi. 
$8700 obo roveon6-Pp 772-833 7 
•'77 CORVETTE^ 

T-top, $5310, runs good, 1 
fomtiy owned, po 
f1ghk441), 714-495-2339 
'72 Corvette 350, auto, ac, tilt, 
tele whi, D w, ab, p s, match¬ 
ing #'s. blue blue, $8500 
(^7sls) pp. 714-533-3399 
'64 Vette, cust body, bik. 327. 
4SO, xlnt cond, new pnt'int. 
trs, cust whis. Must see. Sac 
$16,950 2orwl 73 pp 5 89-8009 
a '85 EL CAMfNO SS, outo, 
amfm coss. ac, as, o b cor 
Phone, xlnt cood, 2nd ownr, 
$4000 (gmwco) pp 288-9120 
'81 EL CAMINO, outo, full' 
power, new tires & point, 
good inter, good exter, $2195 
obo PP 1x31791, 941-0475 
'77 EL CAMINO, oil orig, xlnt 
cond, comper shell, new 
brakes & muffler $2600 

(leoSWjpp 538-89 14_ 

'70 El Comino, 350 V8, ot, odb, 
76K orig miles, spotless orig 
int. New brokes, shocks, 
muffler & tires $2495 
(19306H) pp 714-786-1539 
'90 LUMINA EURO 3.1 Coup 
Sport pkg, lite blue, pwnd. 
Pdl, tit, cc. om;fm coss. 3 yrs 
xtnd wrn, 4 whi disc alum 
alloy whis, 46k mi $9200 obo 
(2T6R901)PP Coii 598-034 7 
'90 Lumino Coupe-V6, outo, 
bucket seats, console, pwr, 
tilt whi, cryi^, stereo coss, 
$11,500, {2TGF^5) PP. 

310-662-8061 


rebate. 1 


'^186864 


Automotic, fully Looded. 
Tonsoto red. (H6-BMER: 
Must sell, $4600 PP 722-8490 
'•7 325e, full opt. cor phone, 
red, 5 spd. 63k mi, xint cond 
tIO.SOaobo (2eMl57) pp 714 


4.3, V6, aula, A/C, C/C, tilt, pawer 
windaws 

MSRP.$20, 

McCOY & MILLS DISC.-$3 


1 7-4310, 57(M )li 


■87 35S 

Fully looded, ac, biocxfon, 
mint cond, must see' $8900 
pp (2vyn242) 71*581-2652 
'89 325i, 4 dr, cirrus blue, outo. 
fully looded, 7 yrs extnd 
wrnty, only 17.000 mi 
LIKE NEW-LOW MILES 
$17,500 ( 498WPV) pp 247-1465 
'17 325i, 4 dr, outo. air, snrf, 
cor phone, chrm whis, novy 
ton. 1 ownr, well-maintained 
$7^ pp (1yu846) 547-2305 
'88 325i Cony, 5 SPd, AC, a'w. 


Sport 


'72 Fleetwood 60 Series, re¬ 
stored 18K miles ogo, cleon 
iaout, brn ithr int, pp $1500 
obo (79>yz) 848-6706 

■’68 Fleetwood Brougham 

4 door, GOOD COND! 

$700 p p (zbgBIO) 714-772-8552 
'91 S«KJon Deville, showrm 
cond, loaded, io mi, below 
whoiesole, $19,950 won't tost 
(llnp!76) PP 359-4708 
'89 Sedan de Vine- V8, 4 d<»r, 
looded, white exter, bur¬ 
gundy leather int, $13,500 
r2sk8547)pp Bob 714-493-5630 
'88 Sedon DeVille 26K miles, 
looded, 4.5 liter engine, total 
power $10,900 obo f2grm685) 

pp. Coll 714-847-0852 _ 

'07 Sedon OeVille, an\'fm cos- 
sette, power doors 8 win¬ 
dows, leather, 98k m., $8395. 

pp (2VBV909 ) 489-9154, _ 

'96 SDV, 63K mi, wht wht Ithr, 
gold pkg, 1 ownr, sunrf, 
phone, looded, showrm cond, 


'90 525i. outo, 33k mi, all 
records, mint cond, olorm, 
(2YFJ463) pp $24,^ dovs 
848-8819 Of eves 893-6579 
'90 525i bronzit beige, ton Ithr 
int, chrome whis, phone, 
mint. $25,900, (2tdg300>pp 

714-644-8686 or 818-248-9274 
'87 528e, 4DR Sedan, Perfect! 
Auto. Looded w/extras! Srve 
records. $11,400 {2ywr324} 
pp Coll 714-960-7247 
'86 528e- Auto, Excellent cond, 
Fully looded, Gold w tan 
leother int. Must sell! $0900 
(6o7i^)PP 714-493-6648 
ii'86 S28e BIk'beige ohsnrf, all 
pwr, ext wor. 6A, orig ownr, 
non-smkr, oil moint rec. pp 
$9500. *1509709 eo-ep. 551 

'86 52eE, Wht, 4dr, outo. BMW 
735 15 chrome whis. Pirelli 
tires. Beoutiful cor, must 
see! SlIK ctosenf-Pp 523-1824 
'90 535, outo, oil standard opts, 
blocMon, 40,000 miles 
$26,000 Of lease ossumotion 

Pp (2uuu6^ 310-438-7136 _ 

'89 535i, fully looded. xlnt 
cond, Chompogne color, Ithr 


'73 Malibu, new V8 350, Int, 
paint, om/fm stereo, mint 
cond, Must See $3200 ( 064its) 
pp. 549-M28 of f er 6pm 
'04 MONTE CARLO SS, V8? 
outo, o'C, T-tops. all power, 
new trons, xlnt cond, $5000 
obo (Ikcv^S) pp 97M739 
'88 SPRINT, Suzuki engine, 
outo, a/c, anvfm, looks like 
new, good togs. $1850 
(3yzm112)pp 7 U533-6703 
••• '86 SPRINT PLUS- 4D>, 
Blue,. 5spd, 50mpg, 105k mi. 


<854569, 


Choose (4 1 


92 Sierra 


pnone, looaeo, snowrm tona, 
$8950 pp 2ut^7, 968-9263 
'86 Sedon de Ville, white, 
72k miles, like new, 
fully looded, $6500 
(2dt»s716)pp 714-^9-1407 
•'84 Sedon DeVllle-Full power. 
Air, om/fm coss, Completely 
Rebuilt Engine Xlnt Cond 
$3700-obopp nkqsl69) 373-02 14 
'84 Sedon Deville, full power, 
O'C, onvfm coss. completely 
rebuilt eng, xlnt cond, $3700 
obo lkosl69 pp. 714-373-0214 
'79 SEDAN DE VILLE, 96K 
miles, burgundy, good motor 
& trons, runs great, $1600 
obo. (1KWU373)PP 554-9691 
'77 Sedan Deville, 4 door, nice 
& cleon, full power, $1300 
obo, must sell! (539fyd) pP 
714-295?077S beeper » 

'77 Sedan De Ville, maroon, 
4dr. a/c, leather interior, 
fully looded, low mi, op 
$28^ 0bo (eyt) 589-2971 , 

'72 Sedon Deville, runs good, 
new water pump generotof' 
tires/muffler. $091 obo dp 
( 804eiv) 657-5001; 457 8542 
'90 STS, full 4yr worr; perfect, 
oil records, new Michelins, 
loaded, $21,900 (2TDM014) 
pp 714/97f 31^37 or 558-1332 
'90 Seville STS- dark blue, 
leother seots, BOSE stereo, 
ABS, must sell! $19,000. 

IPP. 7} 43?3:J 207_ 

BB '88 Seville orig ownr many 
extros, very clean, 39K 
miles, $12,000 op (bivar2) 
dovs 951 8808, eves SOT-9636 
'87 Seville, sharp, red/wht top, 
fully looded, cstm whis, new 
Vogue tires, orig ownr, $11,700/ 
obo (2fbn683)pp 714/528-4780 


oiue, sspo, Dumpg, lusx mi. 
put oil in once a week $1485 
(2twv942) pp. Pgr 346-41 12 
** '91 ZR1 ** 
Red/'black, extras. $42,000 
(2xii753)pp Coll dovs 714/ 
973-4744, Eves 714/720-9342 


$599 DOWN DELIVERS ANY CAR 


Used vehicles sold under 80K miles carry a 60 day or 2000 miles limited warranty. 100% Parts 100% Labor. 


n stock and get 
2.9% APR fin. 
up to 48 mo. 

Includes Club Cpe, 
DuallysA Reg. Cabs 


’88 HYUNDAI 
EXCEL 

ADoaaic()hd,Wc(K,cjsiOfr 

mtieesSmuctiTO 


’87 MAZDA 
323 4-DR 

Custom wheels, Affofdoble 
tionspotatlon. (#552/00) 


'85 FORD 
GLSEDAN 

Auto,, PS, PB, tilt, 
cruise, tilt, air, cstm. 
whis. (163435) 


'86 CHRYSLER 
5TH AVE 

Full power, low miles 
(605845) 


block, leather, $6850/080. 
must sell jfd0 17 714-991 4027 
'80 Eagle, xlnt condition, 
lood^, $4775. pp 2htx696 
Day 310-323-4486; eves 310- 

5 98-6155 _ 

'86 Fifth Avenue, lo lo mi, ev 
ery power opt., spotless, ve¬ 
lour inter, classic bik, $4100 
firm pp 1ses339, 714-859- 9530 
'89 Le Boron convert, Pre¬ 
miere, turbo, full pwr, ex¬ 
tra^ must sell, $10,500 

pp(2nrc296) 675-8371 _ 

'88 LEBARON Cgnv turbo, 
wht'wht top, ton int, immoc 
moint, oil pwr, xlnt cond. 
$7500 ( 2kpwQ51)PP 637 6310 
BB'86 LE BARON 'WOODY' 
Turbo convert., IMMAC.wht 
w/ton t(», outo, o/c, all pwr, 
tilt, cruise, coss . 63,800 mi, 


’90 FORD 
FESTIVA 

AM/FM Coss, Tinted Endows, 
SpotyRedCc#' (#135391) 


'89 FORD MUSTANG 
CONVERTIBLE 

Wiite, DIM widow, p()we(doo( 
ociti#ciijK,aloy 5 .IWi# 168982 ) 


'91 HYUNDAI 
SONATA 

Auto, A/C, 5K miles 
(238474) 


'89 MAZDA 
B220XTA 

P/L). cab, 5 spd., PS, 
PB. air. (70733B) 


'90 NISSAN 
240 SX CPE 

5 spd,, PS, PB, air, low 
miles, (1079B9) 


NEW paint, New cylinder 
heod 120k mi, Perfect Cond. 
$562S/ot)0 (3obie56/PP 549-6032 
'88 735i, bronzit, mint cood, 
05K fwy mi, nu tires, brks, 1 
owner oil records. Sl9,500r' 

obo pp 2epm374, 589 7243 _ 

'86 735i, Dork Blue wdon 
leather int, new tires, cus¬ 
tom wheels, 1 owner, xint 
cond ill,34()/obo. Must sell 
(162biw)pp , 714-83 7-3193 __ 
l5 735i/ groy/beige w/$unroof, 
new tires, 66K, excellent con¬ 
dition, all options. $11>250/ 
obo Pp/2cof9S7 . 722 -8477 _ 
* ♦ * ‘92 7351L * * * 
Body vandalized all 
around, 200 orig mi, $32,500 

pp C30475 714-^-7782 _ 

a '66 7351, looded, chorcoot, 
phe^, new tires, below blue 
book $958S/obo. (2rfy574) pp. 
Coll 714^83 3806 Lv msg 
'85 73Si- WOW' Burgundy w/ 
ton int , Showroom cond- o 
must see' Priced to sell 
$16,500 (bthbest)PP 842-7488 
'85 M-635, Bipek/Beige int, 286 
HP, 17* Rims, disc-iocke^ 
olorm, flawless, $15,000 
ppniW789W2WS04_ 


S10.999 


Buena Park 


All vehlolM subject to 
prior sale plus tax. lie. 
doo. and smog fees 
on Bpprovsd credit. 
Expires 48 hours 
after pubtlcation. 


'84 SEVILLE.'f35l95" 


M4nth»«trr 


Wilt help finance. pp 
lbko517. 714-831-9815 
'82 SEVILLE, 115k miles, 
pric^ to sell at $2600/080. 
pp 7fmr767. Coll 714-557-6389 


HYUNDAI • PONTIAC • ISUZU 
6692 Manchester Blvd. 

WHERE THE 5 & 91 FWYS MEET ^ 
Exit on Manchester Blvd. ,, 


'82 LeBoron, conv, fully 
looded, c/option, Ithr seots. 
wood trim, 74k orig mi, $2900 


'80 SEVILLE, 1 OWNER' 
Xlnt Running Cond! 
Fully Looded! $1650 
(mei2551) pp 675-7019 


'87 New Yorker, 47K mi, full 
power, electronic fuel injec¬ 
tion, turbo. $45Q0/obo. pp 
( 3A^j5<a) 6a7 WlF _ 

'87 NEW YORKER 

Xlnt corxL fully loaded, $6100 


78 Seville, 2 tone groy, gray 
leather mt, used daily for 
short commute, motivoted. 


Airir conu, runy luuuvu, 9 

pp 2h ou298, 310:9?-4'714P 






































V 



Chevrolet 8804 


Mitsnbishi 8846 


September 3,1992 North County Auto Section B3 . 

MPM I '89 TROOPER LS, 4x4, 5 spd, 4 I -90 B220O Truck Cob Plus LE5, 

.... - . --i-ed/^roy, o/c, p/s, p/b, ABS, 

becJliner, tonneou, chrome 
pkg, tint, Kenwood Pull-out, 
olorm, $/900 obo (4e66316}pp 
_ Coll 310-439-7144 

■ ■ '89 B2200 ■ ■ 


83 El Camino 305 va, auto, p $, 
p b, p w, pdl, tilt ster whl, o 
c, amfm coss, 1 ownr Like 
nu $5000 pp i2f782_71 ) 982-2320 

'79 El Camino SS, V 8 , full pwr, 
pb, p'$, p'wndws, Pdl, auto, 
ac, amfm cass, $2,594 
A3 c44240Jpp 760-1615, 


'09 SIO pickup, 4cvl, Sspd, a/c, 
stereo coss, shell & carpel 
kit, good cpnd, 49,000 mi 


'72 F2S0 

Camper special. runs 
great, needs paint. $2500 
obo pp (763471) 538-6815 
nv '89 F250' p u m 
V0, auto, air, tilt, cruise, 
high miles. $5130 PP 

(3R09545) 647-8060 __ 

77 Ford F350 Dually Crew 
cab, end walk in horbor, tool 
box body, runs perfect, $1850 
(4L 64134) pp 714 723-5703 


'91 Suburbon Silverado pkg, 
gray/bik, 15k mi, loaded, 
warr, pp $19,500 (rps039) 282- 

6428; 248-0330 eves.'wknds _ 

84 Suburban Silverodo, 6.2 ifr 
diesel, 9 pass, dual air, all 
options, xint cond $6500 
..Qk^748_) pp 828:2805 . 

'90 Suburban Sirverado 3/4 
Ton, 454. LOADED! 3rd seat, 
recr air, amfm cassette, CD 
with 10 disc changer, 
MORE! MUST SEE! $21,.500 
_i2.sdz800^ R£548:p01_3 


♦ ★'83 F150, V 8 , AT, ps, pb, ac, 
lo-mi, 8 ' bed, economy w/ 
power, nice trk, pp $3500 

<Pb1491) 538-4326 _ 

'91 F150 XLT Lariet Shortbed, 
maroon & charcoal, 302 V 8 , 
loaded, 5K mi, Immacualte, 
$14,000 (4kO5190)pp 544-1 lOL 


TRUCKS 

8800-8899 


••'85 3500, auto, v 8 , 12' re¬ 
frigerator body, with elec¬ 
tric standby, $9950 ( 2r7650.'pp 
895-5483 


'77 STEPSIDE P/U, new eng, 
trons, suspens. New int. Tow 
pkg. XInt cond! Mony xtras! 
$2700 obo {lfl8406) 832-7066 pp 


‘91 SCOTTSDALE 3/4 TON, 
V 8 , O'C. 01 , longbed, 
bedliner, $12,950/obo. pp 
(4J21708) 733-33^. 

‘88 Silverado C3560, 454 V 8 , low 
mi, ext full cov warr, 30,000, 
3 yr, new foe engine warr, all 


★ ★ '89 LIMITED, wht/grey, 
new battery/schocks, cover, 
xtnd warr, 40k mi. $15,50C 
(2usi529) 714-963-2942 PP 


'09 1 Ton Flotbed w rock, V0, 
auto, PS & Pb, 2 tanks, lo mi, 
like new, must sell, $6,450 
0b0_(3v45298]pp 820-0749 
'90 3 4 fbN,'34K miles,”Chev 
enne cabf J' bed, at, ps, oir 
LIKE NEW! $10,900 060 
(3S67953) pp 847-0852 


'85 pickup, custom deluxe 10 , 
auto, o c, am/fm ster coss, 
gar kept, looks & runs like 
new, 305 eng, $4200'obo 
L2t65p3) PP 213W3-il42_ 

Bfl 74 Pickup with utility bed, 
excellent condition, new en¬ 
gine, $3000 (2w92457)pp 
_714 979-7247__ 

'83 SIO, 4sp, to mi, custom win¬ 
dow, om fm coss, 2 nd ownr, 
very clean, runs great! 

$2600obO (2el5495)pp 288-9020 


'88 F150 XLT Lariat, 302 V 8 , 
auto, air, 8 ft bed, tow pkg, 1 

J wner, well-maintained 

7250 PP (uld2465) 547-2305 


r '84 ISUZU PICKUP with 
pipe rock & 2 boxes, rebuilt 
engine, $2250 {2HB1607) pp 
Call 714/579-0108 


[91 MIGHTY MAX 13,000 


■B'78 Courier-NEW TiresBB 
& Brakes ★ Excellent work 
truck Pp. (Ih61220) 
BB$1600 714-744-B096BB 


M V) /V\IV9n I T /V1MA IJ,UUU 

miles, 5 Spd, a/c, excellent 
condition, must sell $7295 obo 
(4i25295)pp Coll 714.493-0116 


76 RANCHERO 

Runs good $2000/obo 

(3hl50 1 4) pp 714-761-9578 _ 

★ '91 RANGER, white ★ 

4 cyl, $5500 (4J1244) PP 
Days 630-4711 ask for Mike 
Eves 970-7615 eves 


'72 F250, 2nd owner. 70k orig 
miles, xint int & body, new 
tires/bottery's/xtros/fm coss 
$2160 obo (5665CR) PP 963-4073 
'67 F250, 25k on rbit 390, new 
brakes, am/fm coss, fully 

f nci util bed, runs great! 
2 000 (V23823) PP. 55 7 -5741 


'85i B20(W long bed, 5 speed, 
om'fm coss. toolbox. Good 
brakes. $2400/obo 
(2rB0130)pp 714'540-9S60 
'84 B2000, light blue, 5 sp, long 
bed. amfm coss, step 
bumper, priced to sell $1400 
obo (21640 0 3) pp. 768-6203 


‘86 SILVERADO DUALLY 
Crew Cob, dsl, fully loaded, 
hi mi. Xint cond! $02OO.obo, 
ep i3F07619). 714,914-^07 
■'77 SlilVER'ADO it, full 

? wer, o'c, auto. 454 eng, 
2800 obo pp 3175208, 531- 


'91 }T Extra cab, Ing bed, 
loaded, Boyds, 350, rollpon 
bumper, crimson red, $21,700 
obo 4i44077 pp 818-961-6724 


^ bPOCe C.OD, JU/UUU milRfb, 

still worrontied, loaded, 
camper shell w/carpet kit, 
alloy wheels, tinte-'^ glass, a/ 
c, suspension ’ front brush 
guard w/KC lights $9850 pp 
(4645691) 273-1470 _ 


'69 3500 1 ton 454, fully loaded, 
mint cond! Very cleon truck- 
must see' $11,500 obo 
(3z2O0iP)PP Coll doys 714- 
W9-51^ eve 491 146 5 


'84 EXTRA CAB 
5 speed, o/c, p/s, 2nd owner, 
86 ,OW miles. $2900/obo PP 
(2 m2590) 31 0 -869-6793 


★'67 F-100, Long-bed ★ 

V 8 , auto, orig pointbody. $2550 
obo (2S02613) pp Coll 633-1074 


* '76 i Ton plus utility bed, 
auto, good condition! $1950 
obo (1c41654)pp 714.493-0311 


0467;^ 293 0932 e ves & wknds 




Victor Schwan, GSM at Villa Ford Says “If you’re going to be happy with the car 
you buy... you have to be happy with the dealer you buy it from. We take pride in ^ 
the quality of our products & our people.” YOU’RE ALWAYS A “10” AT VILLA FORD.” 


ORANGE COUNTY’S ORIGINAL “NO HASSLE” DEALER! SPECIAL PURCHASE UNITS 


3.0 V-6 engine, auto , air cond , rear window defroster and more 


1.9L 4 cyl eng , air, PS. 5 spd. man. trans.. rear window defroster, light conv group, 
luggage rack, rear window washer wipes. 


3.8L 6 cyl. eng., auto., cornering lamps, front floormats. rear window defroster, 
speed control, bit wheel, cast aluminum wheels, air, PW, P/L, P/dnver s seat 


MANUFACTURERS 
SUGGESTED 
RETAIL PRICE . 
VILLA FORD 


DISCOUNT 


$1404 


YOUR PURCHASE 

PRICE. 

FORD FACTORY 
REBATE 
FIRST TIME 
BUYER REBATE* 


MANUFACTURERS SUGGESTED RETAIL 

PRICE .$16,256 

VILLA FORD DISCOUNT $2507 

SALE PRICE . $13,749 

FORD FACTORY REBATE $1000 

3 TO CHOOtf (923709-264509) (922t9»-242SU) 


24 equal mo pymts ol $17949 pmo -f tax Total down 
$2870 40 Total ot pmts $4448 20 Option to purchase (or 
residual value $8440 50 15.000 mites pyear w eAcess mile 
age charge at rate o( 11 1 p mile on approved credit 

3 TO CHOOtl (923213-254434) 

(923245-254526) (923304-260579) 


MANUFACTURERS SUGGESTED RETAIL 

PRICE.$15,759 

VILLA FORD DISCOUNT , $1910 

SALE PRICE .$13,879 

3 TO CHOOSE (923377.171668) (923214-168732) 


24 equal mo pymts o( $18770 pmo • tax Total down 
$2989 06 Total o( pmts $4651.75 Option to purchase for 
residual value $6882 40 15.000 miles p year w excess mile¬ 
age charoe at rate o( ttepmiieonapprovedcredit 

3 TO CHOOSE (923293-169344) 
(923358-171655) (923269-169334) 


3 TO CHOOSE (930123-119970) (930140-119950) (930122-119964) 


( 923237 - 254496 ) 


4.9L 6cyt., auto , AM FM stereo, deluxe argent styled steel 
wheel. P2357^5RX 15XL BSW. air. argent rear step bumper. 

VILLA FORD DISCOUNT 
YOUR PURCHASE PRICE 
FORD FACTORY REBATE 


$1000 


3.0L, V6. auto . 7 pass w dual 
capt chairs, air, privacy glass, 
speed control, till wheel, air bag 
MANUFACTURERS 
SUGGESTED 

RETAIL PRICE . $16,404 

VILLA FORD 

DISCOUNT $1506 

YOUR PURCHASE 

PRICE .$14,898 

FORD FACTORY 
REBATE $1000 


2 TO CHOOSE (923464>A97847) 


3 TO CHOOSE (923522-B69155) (923524-B69636) (923551-B69328), 


(923463-A97807) 


91 FORD TAURUS GL 4 DR SEDANS 


87 FORD ESCORT 
GL-WGN 

4cyl,auto, oc, psStk 
SPH2387 Lie *2DLB853 


86 MITSUBISHI 
MIRAGE 

4 cyl. 4 speed cassette, 
(930072A- 063258) 


'87 HYUNDAI 
GL 4 DOOR 

4cyl, Sspeed, cassette etc o 
steol!2EMUt65PG2222B 


have V 6 , automatic, air cond, 


These rental returns all 
p/steerlng, p-'wlndows, p/door locks, 

tilt, cruise, stereo, _ 

cust/wheels, etc. 


'89 FORD TAURUS 
L 4 DOOR 

V 6 ,en 9 ,outo,oir, p steer, 
cosseiie etc, exceptional cleon 
leose return, PG2405 2NFL684 


'85 BUICK 
REGAL 

V6, auto, p. s, air coss, pw, 
pdl,tw,cclLVZ638923334A 


'87 TOYOTA 
CAMRY 4 DOOR 

4cyl,5spa,p/steer,airetc. 
Al3eaufY!92- 3622A 
2DYG250 


5 TO CHOOSE FROM 
(PG2344-2VPL415) 
(PG2345-2VWL742) 
(PG2349-2VRF177) 
(PG2350 2VPI453) 


*4995 


'88 TOYOTA 
CELICA GT-CPE 

4 cyl, P'S, air, coss, till & 
cruise. (923587A-2NQS767) 


'87 VW 
CABRIOLET 

Auto.ac, ps, stereo coss, 
custom wheels Stk 
*9235e4A Lic»2FDW454 


'89 TOYOTA ST 
SPORT CPE 

4cyl,outomotic cassette 
p.steering, oir cond etc. 
sharp! 2MFY964 923268A 


'90 MERCURY 
COUGAR 

V6,outo, ps, oir cond and 
more! (2TGE567PP2372) 


'91 FORD MUSTANG 
LX CONV 

4cyl,auto,alr, p.steer.wdwsrd. 
locks, rock, tilt, cruise, c, 
wheels 922794A 2W{1Y734 


'87 DODGE 
CARAVAN 

V6, ot.oir, ps, coss, tw 
cruise (923292A-2GCJ648) 


'89 FORD FI 50 
4X4 PICKUP 

5,0 V8e eng, auto, oir, 
p/steer, stereo etc. A steol 
at PH2366-3 X96606 


All vehicles subject to prior sale, plus tax, lie, & doc. 8, smog 
fees. On approved credit. Sale prices are for sale vehicles 
only; does not apply to leasing. All customer-requested and 
all additional dealer-installed options to be sold at regular 
retail rates. First time buyer rebates are subject to Ford 
Motor Credit terms & conditions. Ford Factory Rebates are 
in lieu of special financing rates where applicable. Sale ends 
9-6-92 at Midnight. 


'90 FORD RANGER 
XLT P.UP 

V6. auto, oir, coss, p.steer, 
sidg.rearwdw, C.wheels, 
low miles 4DI2697PH238« 


'89 DODGE 150 
CARGO VAN 

V8 engine, automatic, 
p.steering, rock etc. Anextro 
nice lease return priced IIOOO 
under market PGM3 3U8104S 


'86 FORD XL 
250 P-UP 

460 V8, and every possible 
accessory, extra nice 
*922501 A2T23695 


'85 DODGE 
VAN CONV. 

Auto.p/s, p.'b, oir, cossette, 
4 copt. chairs, 
(923485B-2BUK085) 


'90 TOYOTA 
PICKUP 

4cyl, 5spd, ps, coss bedliner 
bumper. 4L15321 PK2341 


'88 FORD 
RANGER 

4cyl. coss, sliding rear win¬ 
dow, shell, bumper. 
(923520A-3N93906) 


'87 MAZDA 
PICKUP SES 

4cyl,5speed, andlotsolex- 
tros, A steal at 923261B 
3Y 849934 


*4995 


'91 CHEVY 
XTRA CAB Vi TON 

V8, pw. pdl, coss, tilt. 

cruise, shell, 

ONLY 3500 MILES! 
PK2367-4H32188 


Sale 

Hours 

Mon-Sat 

8:30-9:00 

Sunday 

9:00-7:00 


'90 MAZDA 4X4 
MPV 7 PASS 

It'slooded. It's spotless. It 
has low miles. 923166A 
2TUF258 


'91 FORD EXPLORER 
XLT 4X4 

All the extras inc. 
automatic, leather, privacy 
glass, tow pkg. etc. 
SPH2363 2WLV467 


'91 NISSAN 
PATHFINDER XE 

V-6, auto, air, p/s, cass, 
p,-'w, p/dl tilt & cruise root, 
rack, wheels 
(923373A-2VZG766) 


'88 GMC 
4X4 PICKUP 

V8, coss, pw, pdl, tilt, 
cruise, shell PK2364-3T52I9 


'91 FORD FI 50 
LARIAT XLT P.UP 

V8, auto, dir, p.steer, wdws, 
d.locks, tilt, cruise, cass, 
etc. gorgeous PP2368 Ser 
*45470 


'89 BRONCO 
CUSTOM 

V8, auto, p/s, air, coss 
cruise (2NXS942 PH2342) 


'92 DODGE D150 
LE S/BED P.UP 

V8, and nearly eyery extro 
that dodge offers absolutely 
immaculate 922I45A Ser 
514147 




'90 OLDS CIERA 

S 4 DOOR 

This beautiful leose return has... 

V 6 , auto, air, p.steer, tilt, cruise, etc. 
Spotless throughout PG2358 2SWD375 

*7595 

'90 FORD TAURUS 
L.6 PASS WON 

This beautiful lease return has... 
V 6 , auto, air, p/steer, cass, tilt, rack 
etc. Extra Nice PG2308 2TWE131 

*8995 

'91 DODGE DYNASTY 

'91 MERC. G. MARQUIS 

4 DOOR 

This beautiful lease return has... 

V 6 , outo, oir. p.steer, door locks, tilt, cruise, 
coss, beoutiful throughouit PG2393 2UNJ06S 

*8995 

k. 

GS 4 DOOR 

This beautiful lease return has... 

V 8 , outo, air, p.steer, wdws, d.locks, tilt, 
cruise ' 2 V.R etc. A steal PG2404 2THF692 

*10,595 


rrr 

•Til 

11] 

il 11 


'80 BUICK 
CENTURY 4DR 

3.8 V6 eng, auto, air, p steer, 
p wdws, p seat, etc. gor- 
geeus923270AIASO167 

*3995 

'84 MERCURY 
MARQUIS 

V6. auto, p.s, dir, stereo, 
pw, pdl,p.seatlJWP726 
923I79A 

*3995 

'86 MERCURY 
CAPRI 

V6, oir cass pwr windows, 
till wheel (PK2352 
2CXH446) 

*3995 

'85 FORD 
T-BIRD 

V8, outo, air, p steer, wdws, 
d.iKks, tilt, cruise etc. Ex¬ 
tra nice PK2383IMPX774 

*4495 

'88 DODGE 
ARIES K 

Automatic, air cond, p s 
and more. Stk *92- 2757A 

Lie »2LET409 

*4595 

'89 PONTIAC LE 
4DOOR SEDAN 

Vb, auto, air, p.steer, tilt. 
Only 41,270 mi, on this low 
mileoge lease return 
PG23772WKZ39I 

*6995 

'88 SUBARU 

STX 2DOOR 

V6, auto, air, p.steer, p/w, 
p.doorl, tilt, cruise coss, 
c wheels etc. 2JIN001 
922922A 

*6995 

'91 FORD 
TEMPO GL 4DR 

P.D. locks, coss tilt, cruise 
c vvlieels etc. Bargoin priced rental 
returrPK24l3PK2UTE71l 

*7495 

'87 NISSAN 
MAXIMA 

V-6,outo, p's, p'w, p/dl,cas¬ 
sette, lilt, moonroof, oust, 
wheels, (923625A-2DMV935) 

*7495 

'91 PONTIAC 
SUNBIRD 

4cyl,auto,ps, air cond and 
more! (2WSU03(I-P<2395) 

*7995 

'87 PLYMOUTH 
VOYAGER 

Auto, ac.ps, pw, pdl, tilt, 
cc, cdpt. choirs, stereo Stk 
a92-3602A Lic.*2FXC925 

*8995 

'85 TOYOTA CELICA 
GTS CONVERTIBLE 

Low miles, 4cyl, outo, air, 
p/steer, pwdws, pdl, cass, 
filt.cruise, C.wheels etc. 
INBBI26PK2338A 

*8995 

'90 FORD TAURUS L 
6 PASS. WAGON 

V6, engine, automatic, 
p.steer, oir, till, cassette, 
rack spotless lease return 
PG2306 2TWE13t 

*8995 

'90 FORD 
T-BIRD 

V6, outo, p/s, air, cass, pw, 
pdl, tw, cc, dual P seats 
2RUP473 922560A 

*8995 

'92 PLYMOUTH 
ACCLAIM 4 DOOR 

4cyl, outo, air, p.steer till, 
cruise etc. Only 11,640 on this 
rentol return PG2318 2YRR964 

*9295 

'88 NISSAN 
300 ZX 

Only 46,900 miles T-lop, au¬ 
to, loaded 923624A2LOT816 

* 10,995 

'89 LINCOLN 
CONT. SIGNATURE 

Low mileage. Exec, driven 
lease return. Leather and 
loaded PG2407 2PGE680 

* 12,995 

'92 FORD 
MUSTANG G.T. 

Vl.ispa one loondto with extros. 
Only i.SMmte No cliorgelo put foci 
Mrr.inyournomePI(!3352ZPM4’ 

* 14,295 

'89 MAZDA MPV 
7 PASS. 

V6, ot, ps, duel air, custom 
wheels (PH236-2VUW939) 

* 14,995 

'90 T-BIRD 

S/C 

5-spd, oir, leother, moon- 
roof CD, fully loaded 
2RFW203 923534A 

* 14,995 


LOW MILEAGE RENTAL RETURNS PRICED HUNDREDS BELOW KELLEY BLUE BOOK WHOLESALE AS EQUIPPED. 


VILLA FORD 


(714) 637-8222 
2550 N. TUSTIN • ORANGE 

























































































•4 Norm County Auto Section September 3.1992 



Nissan 


Mazda 


Pantera 


Honda 


Plymouth 


Saturn 


Sterling 


Subaru 


Sunbeam 


H3mndai 


Oldsmobile 


Mitsubishi 


MCPEEK 

CHRYSLER ^PLYMOUTH 

1200 S. Anaheim Blvd 
Anaheim 




(714) 


All cars plus tax. He & doc. 
Subject to prior iaie. Ad 
exp 48 hrs after pub 


■86 SAMURAI 

Good cond. $200(’, 
2fyw417,"l4-5i9 532Q 


'72 Catalina 4uu ciu, 
cruise, outo. 2dr han 
owner, runs great, 
pwr _(.l*7fT*P9}. i' 75,9^ 
'69 Cgtqlino dDr, aut( 
condition. W75 Good 
portotion Car (NOK^ 


'to Accorq 5 spd oc neM, 
white point belts goskets. 
everything w^bs $1900 os 
_'S t3o eKlT9)p p 714997-0206 
•• N ACCORD blue. §5 OCO 
miles AM F V radio 


■^6 Cwtinentol Town Cor- 460 
eng. $0K orig mi. looks runs 
grf. polish alum whis. Soc ot 
{i 9^^ )0 pp cdondr e $71 -9364 
8$ Mork VII LSC. rose Puortz 
leather. 68k still under feet 
worr best one in town, pp 
19000 Azr564l 393-090J. 


'84 Cutloss Ciero- V6 xint 
cond' Aircond, AS. Pb. Quto, 
omfm stereo, new point. 
$3290 ^ 9 inucho)pp 827 7521 
84 Cutloss Sierra Wagon- 
looded, S5K orig mi. $3250. pp 
( lkifT28) Dv 310 799-7723; 

6 V 310 596 02^ _ 

•83 Cutloss Ciero, all power. 

brc'iTs^s&^’pp 

(lgxi57 6)- 362-7SM _ 

• 81 CUTLASS SUPREME 
Runs good & looks good 
MUST SEE $650 ( 2vvr579) 

pp 714-534-1166 o nytime. _ 

78 Cutloss Supreme, gold w 
ton vinyl roof, new trons 
brkstires. needs eng work. 
|750. t3e7vbv )PP 7 14-^9-0192 

CUTLASS SUPREME 
BROUGHAM, 2 Door, V8, 
full power, light green. $1200 : 
(034vmi) pp 7 14-892-213S 
'71 Cutloss Supreme PINK 
CONV' Runs great, new brks 
& too hydr. orig owner $3750 


M TAURU: 

Kint cond i 

rjufatfSfe) Pp '9S2 — 

« TAURUS GL."full'^«wr' 
om tm, oir conditioning, 
white. $4500 PC 2ptpSl4 '^14 

964 16 32__ 

•'|7 TAURUS - MINT COND'* 
LOADED. AUTO. V6. RED 
GREAT CAR $4400 


S V6. 34.000 mi. 
full pwr, outo. air 
must ^ $665^ 


■ 69 300 T 8; Wagon ■ 
Block Peon Mint, low mt 
still under toct worronty 
$31. 900 ppL?^t785 ) 495 IT^ 
88 3 o6te desert sand lump 
seot- Centrum whIs. custom 
wood dosh gold kit $27,950 
(^2x5y959'pp wkdys M7 ^60 
■72 350SL rore 1st model vr. 
V8. blk w polo tthr, xtnt cond. 
$l3,S00obo or trode for do¬ 
mestic mini-von 89or newer 
. ^650fwe) pp Eric ^4-730 0^3 
85 3MSE 1 owner, records 
new tires brakes, mint cond, 
high mi $11,900 tlutuOlDpo 
7U 562 1106 8182 42 7$4 ? _ 
■■'84 380$E Mint CondH 
Gold Palo Sunroof, Fully 
Looded 2nd ownr New tires 
$11.500 p p (11x 0424' 5816141 

■83 386SLConv Auto. 2 tops, p 
s, pb. pw blk ton CD 
plover, lo mi, mint $22,500 
llhcd565' pp.3JQ:378-6I75 


cond. always garaged, mo- 
rino blue, beige Itnr inter, 
new tires, chrm, 8'$ & 9's, 
airm, 56K ml $25.500 
(2qbd822} PE 770 4134 
'88 911 Turbo. 36K mi. 7 vr 70K 
mi x-warrty, serv recs, 
cover, bra, asmkr, 1 owner. 
$48,000 obo. Pp 2jde76B. Dovs 
310 69^4993, ^S 694 5555, 

★ '69 912 5 Spd, white w blk Int, 
oir, mint-no rust, foctory al 
loys, 112k mi, 2nd ownr, $7800 
PP (9124rgc) 310-430-5W5 

'76 912E 

Block, low miles, excellent 
condition $9,000 obo 

(MJDA VI)pp. 714-B5B-0859 

*’73 914 1 7, new point, NEW 
Int., w bra Must See to ap¬ 
preciate' $2475 obo (dahllpp 
Ask for Tod_d.7U 537-6827 
‘79 924, xint cond, blk, snrf, ra¬ 
dial tires, must sell, leoving 
town. $2500obo 1921XXL1 

pp. Eve o ft 5prn .651 :P28L 
'82 928, 5spd. blk-blk Ithr intr, 
90K mi. snrf, ac, polished al¬ 
loys, clean inside out, $13,500 
bio hizmOB I) pp 714 373-1556 
■■ 88 928 S4, yen. blue, tow 
miles, mint, priced for quick 
sale, $30,000 obo 
(2yhi353)pp. 4 15-388 7969 
'87 928 S4, AT. chrm whis, 


P (RLD300). Lisa 960-5328 


'72 1200 $500 firnn, includes 
mtony extro ports acquired 
over theyeors pp(ldxf626). 
_714-651-9731 Iv mssg _ 

'84 ‘2bo‘sx, red 5$p, 87k mi, 
stereo cassette, oir, tint win¬ 
dows $2700obo (Ikwv4l9) 
pp Weekends eves, 559-5424 
'82 200 SX Greet Shope’ 

$1850 obo 

(2oua2n pp 631-4910 


89 Corolla Wgn-o/t, o c, mnrf. 
3lrm, 4spkrs, stereo, 1 onr well 
•noint, immoc In,out nu brks 
$69 95 2m lu94 8PP 310 -799- 04 34 
'88 Corollo Deluxe 4dr ivory- 
brown outomotlc, om-fm 
42k mi. Very Cleon. (2p2020) 


miles AM FM r^io 

RUNS EXCELLENT' $1500 

(333vti) pp 069-8020 


'86 CAMARY LE 
White, outo, stereo coss, 
78k miles, like new. $5850 
pp 7 U 831 •6904 (1R A^44i 
'90 CAMRY bX 
Red red. like new, go 
raged. 44k miles. $9/00 
(2tmt^4) pp 7 U693-7531 
■90 CAMRY DX like new outo 
o c, cruise, pwr wodws, pwr 
dr Icks, tilt, nu brks, lo ml 
$10^900 pp2sqs001, 730-6260 
'89 Comry 4dr, omfm stereo, 
AC, pwr str, gray w burg int, 
46k mi $680o.obo pp 2prn334. 
636-6367 colt betwn 4prn-9pm 
89 Comry. outo, 4 dr, oc. p s. 
pw, pi, coss, cc, tilt whi, 
wht w burg int, no Occidents. 
$8 950 (2mb o42S) 31P:8^-4p.l7 
'88 CAMRY LE, spotle'ss, at, 
a c, oil pwr, cc. moonrf, om 
frn coss, orig ownr, $8,800 
(2hq h394 )pp- 964- 8110 eve s _ 
'88 Comry LE. Slk mi, loaded, 
all power, om fm ster coss, 
nu tires, moroon, $7749 
(2mli046 )Pp 248-7065 oil 
'87 CAMRY LE. low miles, all 
extros. light blue, new tires 
& brokes, excellent cond. 


17 Flero, 76k mi. oirm, 
spoiler, 5spd, looks new, new 
trs pp $4200 (2fiK095) 537- 
5564 , pgr 550 8^ Wong. 

16 FieroGT, 6cyl. Ot, pw, am 
fm coss. new tires, xInt cond 
$6000obg (lrtx792) pp Ron, 


Blue $8 8K 

(COlet glpp 714 -551- 5800 
88 Mork VII LSC. outo white 
♦ult> loaded good cond new 
brokes. sunroof $10000 
(2usn554)pp 7 U?82 925'^ 

85 Towncor full pwr Sig se¬ 
nes Prem sound, like new 
95K mi This can't be beot 
$4000 ( 2bvt9S 7ipp 87_Vi4M __ 
83 Town Cor very Cleon, 
whiteOQuo. wht Ithr inter, o 
c. oil pwr works $2500 cosh 
bst ofr pp Ih ote^B 557-651 7 
■79 Versoiile Ciossic. NEW 
eng botterv rodiotor 


CC AM-FMcoss Body int& 
nnech perfect. 1 owner 
011233PP $1^ 714-675- 4646 
*91 Civic LX brown brown, 
still und^ worrontv. 22.000 
miles $9000 or best offer 


^T-BiRD with smog certifi- 
cote minor front end dom- 
g«e $700. pp TlOtvdn **61- 

m2, S36-3W _ 

'89 Tempo GL. wht. 6dr ol. 
os. Ob, odi, p'mirrors. cc, a 
c, omfm s^req, nice* 

0 ^ 114 pp 7^*921 

89 fEMPO 2tk mi. oc o»- 
Pb pwnd odi. cc, tit, dork 
blue, omlm coss. $7500 obo 
t2P^W701) pp 894-151 6 
■■ '87 TEMPO. OX, omfm 
coss. tilt, ot 65K mil^good 


** ★ 83 COROLLA SR5 *** 
0 t, Mint cond, 4 dr, O/C, lo 
ml, like nu in'out. $2500obo 
pp (2ogn229 ) 631-602Q_ _ 

■’82 Corollo SR5. 5 spd, 2 dr, 
good body, very good cond. 
flSSOobo (1dex232) pp 


79 200 SX 

2dr Blue book $1775. Asking 
- il 5QP.. i.W2S^i ep_ 894^26 . 
89 240SX red. outo, all power, 
oc coss, sunroof, 41,00b 
milev $10jp00 i2mbk244)pp 


‘86 Fiero SE, V6, 4 sp, oc, pw, 
omfm coss. cruise cont, 
i synrf, xint cond, must sell. 
I ,tl500,o^ihitdrdlpj454-23_72 
n 85 RERb,'4 cvl, Ssp. all 
power, recent brakes and 
smog, $2,430 pvt party 

(2 tifT79). 310-42 1 - 0643 _ 

85 FIERO GT, 

EXCELLENT CONDITION 

$4500.ObO (lmiy870)pp 723-4731 


91 Civic Si. 5 Spd, red onti- 
theft. lOk miles, mint cond 
must sell* $9250 obo 

JY AJ6 54) PP 6 36- 6424 
■■ '90 CIVIC LX 4 DOOR 
red oufo. PS, pwndws oc 
Pb. 46,000 miles. $7?oo ote 
^2sqp55a) PP 7 14-870-M721|| 
Civic 2dr Hotchbock 4spa, 
34k mi. omfm coss digitol 
stereo, 1 lody owner. $$450 

obo Ibonuglpp 363-1615_ 

'8'’ Civic Cherry red 4dr sedon 
5spd AC. stereo coss snrf. 
tntd wndws. ps, xint cond, 
$5^ obo pp3 o pk710 535-5^ 
87 CIVIC Sedon 5sD. oc, tilt. 
Pirelli tires, struts, excellent 
cond, $3875060 lioolW^PP 
Coll 71 4-897-8969 
86 Civic. 4 door outo trons 
AC, pwr steering looks 8i 
runs good $4500 pp 
lpmQ794- 7 14-^.8550 _ 


rnn»v »iu,wu - 

COII .714-969-^5 
73 240Z. outo. air cond, new 
brkscolioers front susp 
point corpet alternator su 
corbs. $3500 obo (061 kop) pp 


g s, Pb, very clean In-'out. 04k 
rig Mi, $2000 obo, #Taov998 
p, dov 041-4027, eve 039-2760 
^’*”'^0 COROLLA, white, 
70k mi, very good condition, 
om.fm coss, $1695 pp 
(261zed) 714-770-1969. 


iMi. u I MIS miivs, woe 

cond. must sell, $3,80(Xxbo 
pp (2fvb34i). 7U 753-1992 
85 TEMPO. 4 DOOR. 

AIR POWER VERY 

84 TEMPO GL, outo, AC PS 
Pb. pw, pdl, omlm coss^ 
66.005 miles. Like new $2^ 
(h>bl750) pp 714-776-8923 
*92 T-8tRO XL looded $14,500 
pp 2ZUP050 641 S. Western 
Ave. Anoheim. OCCS Com- 
PUS 714^1^7, 310-928 1945 
*91 Thunderbird 'Super 
Ctarged n>odel. JBL sound 
ABS. full pwr. security sys¬ 
tem, $18,990 obo (2vbc026)pD 


obo pp (pink71) 714597-4512 
Ml 89 Delta 88 Brougham,‘oil 
power, extras, 38 k miles, 
priced to sell. $9,200 
9J? (2nki4U). 714-778 -0705 
'86 DELTA 88 Ryl Broughom, 
2-dr. full power, snrf. 1 ownr 
Looks & Runs Grf $4050 obo 
(2dep769) pp 595-6684 
'85 belto M Rovole V0, 4dr ot. 
Stereo, cc, rodiols, looded, 
new trons, runs great, $3595 
i2lqh551) Pp 493-5630 
85 DELTA 88, $3500, good 
condition, now blue, tullv 
looded, low mileoge 
(1lst0l2)PP 714673-9138 
** '84 DELTA ROYALE. V0, 
ac, at, 4 door, omfm coss. 
pw, $2W5 (Tkds709) pp 
714-962-9625 

■ 83 DELTA 88 Brhm. 4dr,' 
fully loaded, xint cond, all 
power, IISK miles. $2495 

■8, 28C ZX RUNS & LOOKS 
GREAT* 7 tops, 5 speed, p s, 

Pb, 2 door, red $2950obo 
pp 71 4960-2105 (1D AG916) 

■■ 81 280ZX TURBO, t-top$' 
stereo, fully looded, xint 
condition $3100. 473ksu.pp 

7l4-678 -94 63ofter 6pm _ 

'60 280ZX 7*7. new point, new 
trons 4 new tires, bra, viper 
olorm, xint cond , must see. 

pp. 5 29-7J^47_ 

** '90 ^ZX fully foctory 
equipped, -► bra, new ZR 
Dunlops, high chrome whis. 
under 20k mi, $19,70Oobo pp 

(2pgu051> 714-458-S923 _ 

'90 3002 X 7 * 7, red, 28k mi, 5 
yr extnd wrnty, chrm whis. 


LOW MILES' XLNT COND! 
$16 200 ( 2WVV478) pp 662-0516 

81 38dSL Chom dk choc It^r, 
Centra whis, radio CD S5K mt 
cellular ph. 2 tops $22 500 obo 
(2rix2321po 969-2108 oft 6pm 
07 420 SEL -Like new chrome 
wheels, light blue, $29,995 
(GRVTYHL' p.p boil 
714 981-8791 


'72 240Z. new blue point, qm 
fm coss, rblt corb low miles, 
runs great $4(XK) (cheekzl pp 
770 7957 

'71 240Z, white. 4spd trons, 
new int broke&ciutchdosh. 
smog'd, rear touvers $2250 
(I24czg)pp. (714)_W7-6W 
■78 2802 DATSUN 
Gold, 5 spd, oir, 99K miles. 
$800 (2epb64n op 
714-827-0963 or 310-518 -7538 
'03 2W Z’X TURBO 2-2 ‘ 
Auto, runs xint. very depend 
oble, needs point $26^ obo 
PP (2EOJ160) 7 U 638-1Q14 
■81 280 ZX TURBO, t-top, outo. 
low mileage, xint cond, 
$2750 obo. pp {1KVK618) Ask 
for Lol 7U220-2026. 


'85 FIERO SE. 5 SP, new 
tires & brks. sunroof. 62K 
mi, $3300, PP (2mtt089). 

310 424-3875 _ _ 

'84 Fiero SE. automatic, ac, 
sunroof, power windows, tilt 
wheel, Ig miles $3475 
11k[m257jP£.. 310:438-,3276, 
•'92 Firebird Convertible* 
V-8, automotic, looded. 
9000 mi. $18,500. (USC3D) 


88 323. 4 Door outomotic. 
omfm cassette oir con¬ 
ditioning. $4000 obo Pp 
i2vln86'^ 714-538-702P 

' •• 88 323 SE •• 

4dr 5 spd, oir. am fm coss, 
orig owner low mi, $4250 
ppamke852 l 7U 830-1341 

89 626 4Dr. outo, Oir cond. om 
fm stereo coss. 63K mt. very 
Cleon Asking $6750 
v2noY8» >'PP 246-437 8 

89 626 LX Hotchbock, iooded- 
snrf ac. outo, CD on\fm 
coss. Enkei whis. Michelin 
tires- 65k mi i2lowl64ioo 
COM 714970-0467 


86 420 SEL. block w gold trim, 
beoutifui runs perfect, up¬ 
graded stereo $20,500 
(2mieveipp 7U 37 1-0901 
* 86 420 SEL * 
Loaded $35,000 under low 
blue book Asking $26,000 
(Stk040) pp. Coll 714*30-30X 
■79 450SeL, CLASSIC STYLE, 
Cleon! 1 owner $4,9O0 
(lebenz)pp. CALL 

310- 434-01 00 oft 6p_m_ 

■79 450 SEL- U S cor'120K mL 
1 owner, silver, new tires, 
looded' Looks & runs xinf 
$7500 obo (dldllPP 310-599-7793 


77 Corolla, 5-SP, 2-dr, HB, 28 
mpg, tuned & smogged, runs 
strong, '93 togs, first $990 
(2dtv294) PP. 3 24-6153 _ 

'09 Cressido, burgundy Ithr, 
sunroof, fully loaded, 52k 
miles, srve records, $12,900. 

_Pe .2Jkw9lL ^4_-54?-16^,_ 

'84 CRESSIDA WAGON- All 
options, 2nd owner, excellent 


'89 Firebird, red, only 30K 
miles, new tires, excellent 
condition, pp ()SXC664) 


714-AXK4127 


*90 T-BIrd SC. 2®k mi. new 
tires. 6 yr 60k mi worr every 
option, mint cond, $14 500 
(fOEFlU) 7Ut47-0059 
'fO ThurxJerbird Super Coupe 
tow miles, fully looded. ong 
owner $13,900^80. po hl45 
coll oftr l6om 7l4-$35-3791 
'•9 Thunderbird LX blk Lthr 
full power very lo mi, xint 
COnct foctory worr. $11,000 
PP (tntrpt) tuS3S-$00e 
** '09 THUNDERBIRD ** 
Loodeo. excellent cotki 
must sell, bought new one. 


'87 Firebird, V8, PS, Pb, p w, 
ac, oc, new fires, 60K mi. 
greot cond. $6(XK) OBO 
1 PP^ V ^-548-9244 


85 626 LX 5so originol owner. 
AC omfmiQpe 67.034 mi. 

LOADED' XLNT COND' 

$4050 (lmwk376) PP 720^)702 


cond, $5800 {091253)pp Coll 

Don 714;535-4784 _ 

'84 Cressido- immoc! Runs' 
looks new. Atwovs garaged, 
records, loaded, 101K hwv mi, 
$5950 (l|Cd846)pp 362-0502 
■‘87 MR2 S-speed, sunroof, oc 
blk, 4 NEW honeycomb rims 

r2usv66r) pp 744-5795 


‘87 Firebird Formula, 5.0 HO 
eng, t-roof, outo, ps, coss, o 


'90 Celico GT. Mint, block, 
chrm alloy whis, cd. sun 
roof, looded, ill.SOaobo 
(2sndl0 4) pp . 0^2-9900 
•• ''90 CELICA GT Block, 
sunroof, 5 spd, low miles, 
olorn'v $10,200 (2yin861)pp 


_must sell (1sc537) 991-2750 _ 
67 FIREBIRD 400, new trons, 
interior, ps, pb, xint cond. 
Hove all receipts. $3600 obo 

(yqhOlDpp 533 -366B_ 

‘87 Formula Firebird, 4 spd, 
5.0 V8, LOADED! White 
grey, nu clutch, 70k mi, looks 
^ runs great, must sell 
immed. $6500or moke ofr. 

pp (2ZT D357) 768-1567._ 

'91 Grond Am Le, 4 dr, 19k mi, 
outo, oir, power, coss, 
immoculote, $10,200 or trade 


83 626 LX Looded, 4 Ooor. oir 
new brakes, 'ow miles, am 
fm COSS Etc. $3500obo 
. Pp .96^Tr 

'85 626. RM ac. 4 dCMXS. sun¬ 
roof. pwtnO, p mirrors. 106k 
mi. 5 SPd $2 400 po(3oltl00) 

310- 945-0262 _ 

82 626. very good cond, $2300 
m mointenonce records, nu 
clutch much more $202$ obo 
(ldvr460 > 636-9577, 27'* 0470 
89 929, low mileoge, power 
seats. Oir cond. mgonroof 
teother like new $i2,995 pp 

(2ue m3 47 ) 714 96 6-6229_ 

*♦**♦♦**'♦ • ★ 
'84 GLC LX. 5sp ac, coss, 
snrf hi mi good cond $1 050 
obo (2txk79 4)pp 642-5443 


'90 CARRERA 2 TARGA, blue' 
ton, 5 speed, phone, 24k ml. 
$43,500. 2skx902.OP. 619-940 


77 450 SEL, polomirw w blk 
Ithr. 2nd owner, non-smoker, 
service records, always go- 
roged. Looks & Runs Like 
New* Mint Cond' Only 167K 
frwy miles. Asking $6750 obO 


_ __ipeed, sunroL . ... 

blk, 4 NEW honeycomb rims 
tires Xtro Cleon, runs great! 
$4250 “ 


'89 CELICA ST, outo, OC. 
olorm, am fm coss, orig 
owner. 60K mi, xint cond, 
$6,000 (2LOF101) pp. A.M. 

89 5-037 6, P.M. 567-6S01 _ 

'89 Celico ST red, 5 spd, o/c, 
omfm. orig owner, 45K ml, 
xint cond, $6500. (2nuvl75)po 
Pa9?':..527-?6_iq 

'88 Celico GT, outo, ps, Pb, pwr 
wndws, pwr Icks, sunrf, tilt, 
qir. COSS, cruise, must sell, 
f6795_(2kod077^pp 526-5827 
■ '88 CELICA ST, red, 5 spd, 
47K mi, ac, snrf, like new, 
xint cond, am fm coss, $7300 
obo (duke6t6) pp 496-6653 


'17 THUNDERBIRD 
Blk. 5.01 V-8, red inter very 
Cleon. $4500 obo (2dsd3U) 

pp. Coll 714-040-5033 _ 

is T-BIRO. V-8. light blue, 
53K mi, orig owner, full pwr. 
mint cond p950 (1noj3l6) pd 
974-0937. 974-0939 


'67 Alliance, xint looking cor, 
very clean, xint ton point, 
must see to believe, $1400 pp 


obo (25yxl96) pp 714-835- 
4063 Of 714-53^8201, Trocy 

■78 Civic CVCC Wagon 

Private Porty $800 ( 786VCl) 
310-697 8410 _ 

78 Civic Hatchback 

Needs some engine work 
. $ ^ PP (333vpO* 7U 650-3794 
** 66 CRX, S-spd ac reo 
silver, omfm. 72k mi. orig 
owner, Xint Condi $5700 
(2LPM223)w Coll 529-S593 
■07 C X . omfm stereo 'cos- 
sette. tinted windows, 
alarm. 5sp. new Pioneer 
speokers. sunroof. $395(Vobo 

t2eeo5:^) pp 775-6686 _ 

'06 CRX $i- 5 speed, block, oir 
conditioning, cossette. xint 
cond! $6600 ( 2miv310lpp 
^4457-8000 loom 8pm 
^ff^OPreiude SI at red bik 
looded mnrf nu tires & whis 
olorm (2sol247)pp $12,150 
obo dys 831-3320 evs 573-6635 
'09 Prelude Si, bikton, outo * 
LooicMKt * xint cond. $1^500 
obo. Doys 818-97243^, eve 
213-9344^ Pp (2mkd^32) 
'89 Prelude 2.0 Si blk 5spd 2dr 

■ sunroof, oir. cc ■ 

■ Looks & Rons Greot ■ 

$9 995 pp (2791066) 838-1385 

'89 Prelude 4 whI steer. 5 sod. 

pw, p I tilt cruise, mnrf, al¬ 
loys Dir srved $10,000 
(2MKH945) PP 707-5605 
■T'Sa PRELUDE SI. SSP. 
elec windows power 
moonroof, ^i 4 *se. $7,0OO 


musT see to peiieve, 
(2gvk682) 714-373-1989 


'60 OMEGA, all power, 


w uii power, runs 

g ood, omfm tope, gray & 
lock, oir. $69Sobo. 
(599x zs)PP 7U776-1767 _ 

78 OMEGA. Runs xint, new 
tires, cold ac, 73K mi, red 
red, nice & Cleon, smoged 
$1345 (1fts6831 pp 489-3542 


'84 Grond Prix Brougham, V6, 
77K, ot. ps, am,fm coss, cc, 
exc end. Must see to opprecl 
yhu^421ep. 55^1014 
'79 GRAND PRIX. 1 ownr. oi, 
ac, full pwr, 47K mi on new 
eng, new trons'trs, xint cond, 


Jl Silver Spur, corrlbeon 
blue, 27,000 orig mi, looks & 
drives like new, $29,000 


caiMu wiinv, ».iirrn wnis, 

bra & cover, looded, $20,750 


(jqSSPur) pp 8 18 33549^ 


'09 Spectrum 4dr, 5spd, ac. 
stereo, red. new tires, brks & 
togs. nsust sell $3950 
(2mzs497)pp 979-3137 , 963-0455 
■90 Storm GSI-130 HP. 5 SPd, O 
C/ omfm coss, oir bog, wht, 
looded. 12K mi. $7^ pp 
(t23S2lr) 714046-4959_ 


'58 Silver Cloud LImo, rore, 
RHD comp restored Needs 
nothing, won't lost. Socrif. 


'87 300ZX 2 ♦ 2, red w' 


6 Pkg LOADED Xint Cond bro 
$11.200 (hgi39ilpp 619-729-3159 
■ '90 MPV. mint cond, tow pkg 

2 ual AC. ps pw. pb, cc, V6, 
D coss. nu tires brks 4 sve 
$12 9'^S pp 2fiCl36 962- 16 06 
‘85 RX7 5 Spd, blue omfm 
coss Qir. under 74k mi. 
EXCELLENT CONDITION 
$3799 (2epml7l) pp 361-2019 
'00 RX 7. 5 spd, chorcool. xint 
cond, 84K mi, omfm, A<^, 
snrf, olorm. new tires pnt he 
$243bObO iko i ont pp 839-7520 

■'78 RX-7 Ssp, ac. SnrfB 

custom wheels & tires, bro 
$1495obopp (2ryz810 ) 288-1922 
84 RX7, Block. 5 speed, oc, 
new JVC stereo i, tires, xint 
cond. 88k mi, $3,300 

pp(2t^^) 567-018 4_ 

09 RXf Convertibre, blk. Must 
sell! 36K mi Pristine cond 
oil the xtros Prof'lly opprsd 
at $17^. Will soc il5K obo 
(2pri4^)pp 310947-4936 
68 RX7 Convertible, 40k mi, 
blk. leother Zlocks. power 
cover bra, xint cond, TLC 
$15.750 pp 455-0250 ( 2JZN4 24> 
■88 RX-7 CONVERT 
Red, 5spd. like new, low mi 
original owner $13,450 obo 


'92 Le Mons Aerocoupe. red, 
full warranty, 25 miles, 
mnrf, omfm cassette, $8200 
obo (3bhh653) PP 952-3062 
'68 LE MANS. 350, rebIt eng 
outo, nu brks, nu muffler, 
midnight blue, $l300obo 

PP (2bOd). 714-291-3747 __ 

'89 Sunbird, 4Dr, Gray, AC, 
omfm stereo coss, cruise 
39k mi, $5325 ppr2nsy549) 
953-2383 Poy; 760-934 5 Eves 
‘67 Tempest Custom w 69 ram 
air J engine, radial TA's, lad 
der bars, very cleqn bqdv, 
$2200060! Must Sell. Pp 
(1PPW144). Coll 714379-9^6 
*♦ 84 TRANS AM ** 
T-Tops. Oir, PW. auto, 
loaded, must sell $2,875 
firm. (s m w260lpp 268-9020 _ 
'82 Trons Am, red, outo, full 
power, 3.5 8 cvl, 08,000 mi. 
go^ cond., $2500 (1EHB710> 
pp 714894-4582 Oft 4pm 


(2FJ G573) 7U34iB-W4. _ 

* 300 ZX Silver, xint cond, 

Ssp, oc, cc, pw, Pdl. per¬ 
fectly moint. 83K mi $^50 
obo (2ufd^) pp 363-0931 
'86 300ZX 5 spd, t-tOD5. fully 
looded, 69k mi, immoc cond, 
pole gold beige ithr int, orig 
ownr $7950 lpdk2ie 551-4886 
■'65 3002X Turbo T-TOP All 
Xtros-Lthr, oc climate cntrl, 
cc-digital dspty-pw-pb-Lo Mt 
$7110 pp (z free) 890-3733 
'05 3(X)ZX, white. 1 owner, ac, 
omfm coss. xint cond, oil 
xtros, T-tops. $5800 obo 

(lklt276)PP. ^-6967 _ 

'65 300ZX, automotic, 
t-top, 63k miles, new 
point, $540o 

_(3ob fl39)pp 530-3350 

'64 300ZX, red, loaded. 5 spd, 

full pwr, oc, omfm coss, ----- 

digitol leother, T-top, xint '91 Laser, o c, p b, p s. om fm 
cond, 79k mi $4450 (omydz) 
pp 978-9503 days; 73M003 

''•'.^lf®Mds_ex?>.._.. _ _ _ 

'84 3o6zx Anniversoy model 
turbo, silver block, leother, 
new tires, clutch. AC, 
loodgd, xint cond. $6250 

(lkcT953)pp 71 4 -551-6906 _ 

‘84 300ZX Turbo, blk, t-tops, 

Ithr seots, oil pwr, 5 sp, runs 
great, mint inter $42()0.obo 
pp 2ldf505, 55 1-2424 oi.t .^m 

■■ 84 300 ZX, outo, Qir cond, 
oil power $3,600 pvt party 
(1knc383). 714-539-5644 


72 De Tomaso, red wbik int, 
prig engine, runs excellent. 
Must sell!! $22.000obo 
tfkmonoipp 714499 0467 


'87 CELICA OT. 5 speed, oc, 
omfm coss, ps, fully 
looded. xint cond. $4950 
(3abfB16)pp 


'06 900, 4 door, 5 speed. 76k mi, 
new clutch 8. brakes, ong 
owner, a c, ps, Pd), ster coss, 
like new mout, $4600'obo 
ybzi909) pp 714669-2638 


'07 Celico GT convertible, sig- 
nol red, groy int, outo, 16 
valve. PS, PW, air, xint cond 
. $7950 (1106 50) pp. 240-6824 
'87 Celico Convertible, good 
int, very clean. 40k orig mi, 
auto trons, runs art $0900 obo 
pp s qb65 7. 714-522-3289 


■83 505 TURBO DIESEL 
Runs very good. $160< 
(lknh273) Pp 996-8002, 
495-9123 


cond. outo, AC, stereo. 2 dr. 
burgundy PB PW $14,250 obo 
2 iwT 350 714-541^7620 Iv msg 

SHOWROOM CONDITION 

91 Accord EX, 2dr, outo, 
snrf, spoiler, olorm, pntd 
stripe, chrm whis. lo mis. Pp 
$15,200obO 2xbp960 362-6112 
91 Accord EX 4dr, Silver 
Burg int. Fully looded. 
moonroof. xint cond, 14K mi, 
under worr, tintM $15 550 
(2xfP600) Pp 777-0118 
'91 ACCORD SE.4dr. grev. 

f uto trons. looded. 24K mi. 
15.000, PP 2wrn859 eves 

714-490-3330 _ 

■'91 Accord DX-18k mi^ 

It blue rr>et, omfm coss, outo 
■ PS, Pb. tint. XLNT Cond!^ 
$124)00 pp (2x11190) 831-0367 
■ ■ '91 ACCORD EX 30P. 
outo, full pwr, silver. Assm 
ise $270 or $15,400. '92 tog^ 


★ ★ ‘91 SC ★★ 

Fully loaded. $12,0(X). 
V2YAE25S) 31Q-426-8071 


■■‘86 Celico GT Red Sspd^^ 
XLNT CONDI pw, pdl, pb, 
OC, CC, 95k mi. MUST SEE I 
$6300 pp(2rw541) 738-3698 


** -05 CELICA GTS-Loaded, 
xint cond! Liftbock. 5 spd. 
Must sell. SSOOO'Obo PP 

(2eyx50n.B3l:7W3. _... 

'84 CElTca SUPRA, Immoc 
cond! 54kmi, red, blk spoilr, 2 
alarms $5900obo (2vrb385)pp 
AM 7U630-4541; PM 841-5467 


'87 825SL, V6, outo, powered 
with everything, w memory, 
AC, alarm, 75K miles $6700 
(2gkn235) PP 714 -532- 4154 
'91 027 SL, 6200 miles, brond 
new. Exec car^ fully loaded. 


1 ownr nsmkr, showrm cond. 
$19,995 firm Lorinzer whis 

_ 

'85 5o6sEL. midnight blue, 
showroom cond , w phone, 
chrome 16 wheels $19,500 
(lloeTT l) pp 714-686-5336 
'84 SCO SEC. outstanding cond, 
U.S mod, orig ownr. dk grey 
wgrev Ithr mt. lowered w 
chrome Centres $19,750 Your 
cor port trode pp (84benz) 
744-5036 or wkdovs 2S9-7887 
•• 84 500SEL. perfect cond, 
Ithr int, chrm whis. omfm 
coss. lo mi, SVC records, 
$15,000 (lkgu710)pp 760-1615 

■89, 560SEC Wht Beauty! 

Looded! Mint* Whisie 
J44.9K (rinet y) pp 760-J142 
■'68 560 SEC, 64,000 mile's^ 
■ Excellent Condition' ■ 
See to oporecitate (387987) 
$35, 900 obo pp 71 4 525-2670 
•• 87 560 SEC, immoculote, 
needs nothing- new tires 
must sell, $27,500 11774lth)pp 

Coll (714) 4^-3318. _ 

*'86 560SEC, smk sivrcreom 
Int. low mi. looded Mint 
cond' Must see $29,400.obo 
(2S6C14n pp C om 64l-ei63 
'06 560SEL, gray w blk trim, 
mint cond, purchased new, 
priced under retail, $34,500 

(2cw f643) pp 978-2994__ 

'88 560 SL. redpolomino, xint 
cond. 1 owner, service 
records, phone, $35,900 OBO 
pp (2JJE26n boys 714-052- 
1343 or eves 714-63l-oe50 
'88 560SL, red, low mi, phone, 2 
tops, many extras, orig 
owner, records, $38,499 obo 
(sezzter) pp 962-$912 


'07 911 Cabriolet red blk, mint 
cond, Ithr. AC, cc, phone, 
olorm, nu fires, more! Lo mi 
$38,00 0 ( 2dye) PP 714 -960-6095 

'06 911 Cabriolet, red. block, 
pwr top, fully looded, 
leother, wheels, mint cond, 
$32,000 (17i607)pp. 830-7 446 
'84 911 Correro, Classic Red, 
like new, socrifice, take over 
payments^ {17,900 ppj 


ntfw, cxet. cur, ruiiy luuutru 
$17,500. PP 22ih810. 714 201 


pp 

4712 after 6pm 


pvt porty (^ic638 l 839 - 3363 
'87 PRELUDE SI- wht. 43K 
mi. outo, fully lood, ac, snrf 
& oiot niore $6900 obo pp 
(3owf206 ) 9^1786 . 890-0643 
'07 Prelude Si, 2 0, block on 
block. 5 spd, $5450obo pp 
2sf07034 714-839-7304 


■■ '82 CELICA GT.outoover- 
cinve, oir, cruise, tilt, pmir- 
rors, great cond in/out, $2,900 
pp (l shxS16) 714-960-1658 
'82 Celico GT, liftbock, 5spd, 
cruise, oc, tilt, new tires, 
om fm coss, xint cond, $2900 

(1ex963S) pp 28 1-3763 _ 

** '81 CELICA SUPRA, 

AUTO, low miles, runs xint & 
looks good $1750 (1pop724) 

_ £p_CqlT S76 0S64, home _ 

'80 CELICA 

Auto, oir cond, sunroof, nice 
condition! $1500 FIRM 
-16281 Ik )pp,Jl4-52_3-__2440 
'77 CELICA, 5 speed, new mo¬ 
tor, good transportation, 
must sell $1200 (lhvr635) pp. 
651-0196 wrk, i5?-^03_hm__, 
'77 Celico. red. outo, a c, sun¬ 
roof, alarm, am fm coss, 
xint cond, 1 owner, $1900 
263sqepp 714-589-6207 iv msg 


'82 Reliant Station Wgn. 1 
owner, 42K mi, a c, p b. d s, 
omfm, at, iust smoged 
_ $2350 (1fOt077) pp 89 3-6^^ 
** '81 RELiANT K ** 2-dr. 
a c, omfm coss, ps, pb. Must 
Sell* $1200 obo (lDSU089)pp 

_CaH 818 962-7444 _ 

’~** 02 SAPPORO ** 
oc, os. pb. 2.6 litre, 5-spd, 
very fast. $1100 obo 

$1100 tlPXA90iip&6i7:2j45_ 

■09 SUNDANCE, 4-dr, oc 
I Must see to appreciate. Ask- 

' Ing $4000 otx) (2YZN318) pp 

Coll Tony 530 1561 oftr 6pm , 


'86 DL 4dr, air, 5 spd, 61K mi, 
om.fm radio, xint cond, 
$3750-ObO (2fdz260) pp Coll 
Dean 310-594 6203 


*** '05 RX-7 CPE *** 

5 SP. OS, P b. o-mirror, am 
fm coss. nice red color 
Very Very Good Cond All 
Records $3450 obo 

iro7928)Pp 434-9730_ 


66 Prelude- Ssp. 2.0 Si. fully 
looded, oc, snrf, new citch, 
cstm whis, asking $5300 obo 
(3obk774!pp 714-^-1374 
'65 Prelude2 OSi, 5 speed. AC. 
All SI options alarm, tinted 
windows. Excellent cond m 
& out $6100-obo (2sas321 )pp 

Coll 714-850-0407 _ 

■ '81 PRELUDE coupe' 
outo. fully loaded, ac, om. 
fm coss, snrf, nice cor, $1950 
obo (ICix^) pp 714-777-3772 
** W PRELUDE •* 
Aufo, elec snrf, omfm 
coss Runs Good'$1100 obo 
(2YJR275: pp Call 362-3686 


poymenis, 

l2f^wl?pj_310-867:2001. 

■ '77 911S ■ 

137k mt, red, chrome alloys, 
sunroof, Clifford. $8000 obo, 
2dwg907.PP. 714-952-4416 


'66 TIGER, being restored! 
New point, rblt motor, new 
tires rims, $15,000 i333LF6) 
pp Cot) Ryon 735-4661_ 


f ood cond, no dents, n-smkr 
4350 (2xisS22) PP 5^ -7808 
'80 TERCEL 

h ow Mi, 5 Speed, Air Cond, 
ower Steer, Cassette, $4365 

(3AOL9B2) Pp 890-2q6qL_ 

'80 Tercel, outo. O/c, omfm 
coss, very clean cor • must 
see, 56K mi, $4500 2guf838 pp 
doys 714 /S69-5 163 eve 49M465 

* '85 TERCEL * .. 

Xint running cond, new red 
point, $1000 OBO (IngeOll)pp 
754-7709 


:2yoe791 


■80 510 

ac. rodio, 4 dr : 
r2ohc035) pp 489-1791 

‘78 Datsun B210 

Runs great $600 
PP ( 5e9vtw) 650-1863 _ 
*** '75 B-210, UGLY DlJCK- 
ling but runs great $750 
Private Party (209mxh) 

714 897-6725_ 


■91 Accord LX- 5 Spd, only 10K 
mi. a c. full pwr, omfm coss. 
cruz, very clean. $11,600. 
pp OocnTX) 714490-1036 
'90 Accord EX. Teal Green, 2 
door, leother int. tinted 
wind, omfm coss, reor fin. 


Fully looded wCO & ithr 
excellent cond.' $14,800 
(2sdn5>2) pp 7U 636-5835 _ 
06 RX7 GXl - 4 seoted, AC. 5 
spd, snrf. omlmcoss, 
cruise, PS. xint cond, $5550. 
pp 'FX^H) 447-1416 


'02 911SC red on black, sun¬ 
roof, ollovs, 1 owner, low¬ 
ered, owesome! $17,500 obo 
(glrydazlpp Coll doys 714- 
.M3 Y5?5 /es_71,4-494-331 p_ 

'01 911SC Torgo, blk on blk, 
elec Ithr seat. 0 c, new tires, 
perfect cond, 35K mi, $19,500 
. (.erasnlj>i> CqlJ 7J4-692-J827 


'08 Somuroi, teol, pull out ste¬ 
reo. new top brakes, mint 
condition-must see. $3/50 obo 


.onaiTiun-rnusT see, »u/ 

[?YX_P?^0)..P&.-671.jf20 


'91 RX7, midnight blue, at, 
omfm ster coss, olorm, 
snrf, 21k ml, $l6,000'Obo Pp 
( 3ogr4l4) 31(^423- 4995 Iv msg 
'03 RX-7 sivr blk. ' 


'07 SAMURAI 4X4 
Soft top, new tires, lo mi, 1 
owner, $2950 {2y3s225) PP. 
666-1484 hme, 850 -155 0 work 


1 / owu, uuiu. 4 (.yi, MW, MU, 

am fm coss, low miles, 7 dr, 
good shape. pp $260(! 
(2kOl282) 669-2691 ___ 


visor, erprs, ere oniy zsn mi, 
1 owner. $12Kobg (2uinl4S) 
pp oft 5pm. 310^1-^ 

'90 Accord EX, outo, sunroof, 
olorm, CO. 30K mi, midnight 
blue, peHect cond. $12,w 
cw (2szs0S9)pp 642-5^ 
*** '89 Accord OX, outo, ac, 
omfm coss. p^s, pb, cc, 43k 
mi, wyhite, originol owf>er 

■09 ACCORD LXi, PC, sunroof. 
$ Speed. PS. pb, 46,000 miles. 
$10,500 (JLVO08S) pp Call 


'06Calois. oc, PS, 4door, 120K. 
good cond, new tires, alt ser¬ 
vice records, new tires. $2650 
_t2cqr470lpp_7.U 544-0564 qft 5 
'91 Moximo, of fully loaded, 
leother seats, Bose radio, a 
c, like new, 18k mi, $12.2W 

PP(2xuf217) 674-8284 _ 

'90 Maximo SE, V6, A T, fully 
looded, chor groy gray Ithr 
int Immoc'But too expensive 
for me. 0 dwn. TOP- $47amo. 
($16,500) (2sda069) pp 520-1374 


. .... ..... 5 SPd. oir, 
omfm stereo coss, new 
tires, runs xint, $2350' 
(lgwz97S) pp 714-840-46^ ’ 

85 RX7, xint cond. 5 sPd, blue 1 
in & out, 72k fwy mi, ex-, 
tremely Cleon, $4,250iobo| 


‘88 Excel- outo, wht blue, ac-i 
PS, rnog wheels, center con¬ 
sole. 58k mi. mint cond. $3000 ' 
(2ggfS29’, PP 7UTS1-909S 
'87 EXCEL GlS. 4-dr, outo. 
snrf. ac, velour int, needs 
TLC. Socrifice $1325 obo 
(2DUI630)PP 714^4-6560 
'87 Excel, 5 dr, runs good, 
needs some body work. 
$llSOobo (2fkd602' PP 
Doys 300-7447; eves 974-6625 
■ '87 GLS 40R, looks good, 
runs great, must see. Must 
sell. S1750 obo (1BEZ588) PO 


hA662-6^ 


'90 Moximo SE Block, outo, 
fully loaded, xint cond, 33,OO0 
miles, $13,900 (2tue63l)PD 
714-559-4503 & 651 -8961 
'90 MAXIMA GXE, 19k mL 
Ithr, mnrf, CD & more. Must 
sell {14.5k obo. pp (2USP136) 
S59 -8944 _ 


'09 Accord LX, outo, ac, om 
fm coss, cruise, pwr locks, 
groy, hood bro, S5K ml, $8^ 
obo 2yisO06 pp 310-4384501 
'89 ACCORD LXi Cpe, oc. COSS 
o/t, tint wdw, olrm. cstm rims 
6yr 100k worr. 30k, IMMAC! 
$12,200 ( 2ptk426 ) 532-6297 pp 
■09 ACCORD LXI. AT. fully 
looded. orig owner, 68k fwy 
.- .. $9700, 


*** ‘88 560 SL *** 

LOW mi, BEAUT COND, 
Chrm whis. phone, $37,500 
obo or trode pp 4bob 557-77 92 
■ ‘87 560 SL, desert red.creme, 
gold pkg, chrome wheels, 
40k, sheeps, perfect $34,50u 

(S60xtob)PP 64 4-6333_ 

'86 560 SL, block, groy Interior, 
29K ml. AMG lower kit wills, 

XLNT COND! $34,500 

(2snd625) pp 969-8020 
'06 560 SL, Pearl Block, w2 
tops, grey ithr int, good 
cond* 78K mi, $27,900 


71*046-3827 


'89 Maximo GXE, 45K mi, 
beige, Ithr, snrf, outo, ac, 
pw, PS. Pdl. bose stereo, 
tope, cd, olorm. oil new; 
tires, brks, bott. $12,250 

_(mo ximzd) PP. 581-65 19_ 

'87 MAXIMA, block, AC, pw 

(2gob887) pp 714-831-7699 
'87 Maximo Wagon, wht. 59k 
mi, mnrf, nu tires, p w, dix 
stereo, lie Pd, like new, $8150' 
obo (2eck993)pp 859-3^ 

'05 Maxima- 5spd, block'chor- 
cool int., fully loaded, xint 
cond! New tires, new clutch, 
$4350 (afw9^)pp 642-9599 
'85 Moximo, blk. sunrf, olorm. 
am fm coss, oil pwr, SHARP 
must sell $4700-obo (37lqlc) 
OP 055-2827r 292-6847 _ 

■ '85 MAXIMA SE ■ 

5 speed, dork grey, fully 
looded. runs great. $3,600. 

1mid002,PP . 714- 671-3930 _ 

'04 MAXIMA, outo. 88k mi, 
pmnrf, pwnd, pd. ac, omfm 
coss, runs grt. Xint cond! 


'90 0-45. iet blk w grev int. CD, 
wired for phore, hi but easy 
miles $19,900 cosh (youcon) 
pp 213-955-7783; 714-951-0321 


miivi, ainr cynaii 

2lTlouW6,PP. 257-11 _ 

'89 Accord LXI, outo, ac. ps, 
sunroof, 3Sk miles, oil 
' :t cor. 


power, St coss, peiT^i 
pp $09W (3ofx8l7) B26-I 
'09 Accord LXI Coupe, looded, 
outo, wht-rrxjroon int. mini 
cond, must see, pp $10,90C 

(2PSiS00 ) 854-8358 _ 

'89 Accord LXI Coupe, 5 spd, 
looded. 1 owner, xint cond. 


'67 420 4 Ooor Sedon. excellent 
condition, 02,000 miles $5600 
or bnt offer (3opl364)pp, 

714-525-0815 _ 

'84 JAGUAR XJS, Cobalt blue 
wton ithr int. Only Slkmi, 
XLNT COND! $10i0O 
(2pmu854)^ 818-355-3603 
'62 JAGUAR 4 door sedon, 
Chev engine, xint body & 
wood, extra engine & ports. 


OFF 

MFG. SUGG 
RETAIL 


■86 560 SL 

Your dream, bristol condi¬ 
tion, 1 owner, both fuos, 
$26.750 (4f orgo)pp. 672 -0652 
■70 6,9 CLASSIC Limited Edi¬ 
tion. good cond, needs some 
work 143k mi. $8000 obo 
442yco,pp Tom 310-402-996V 


i owner, xini cona, 

S5k mi. $10,700 P0(2mng2S3f 

714-454-1044 _ 

** '89 ACCORD LX ** 
Full power, 4-door, 46,000 
miles $10,500 ( 2TRX601) pp 
CoM 714538-1640 

*** '88 ACCORD LX *** 
4 dr, 5 SP, ac, P'S, p/b, pw, 
pdl, pmirror & ontenno, 
cc, dig onvfm coss, nu 
tires, xint cond, $7,450>obo 
(^grr>Q008)^^ 434-9750 
■ '88 ACCORD COUPE, 5 
speed, ac, Whltebrgnoy 
intr. well mointoined, $6900 


16 190E- Chompogneton. 

Immaculate, Low mi, steol 
ot low blue book. V7,000 


'85 190E, moroon & beige, oil 
options, sunroof. new 
brokes, smogged, pp $8200 
(sr.116782) 3T0-430-599S 
'86 190E. white, good condi¬ 
tion, pwr wndws. sunroof, 
$10,500. pp2yuw459 Coll 714- 


New regency red point, outo. 
wires, rebit engine (692zol) 
pp $15,500/Obo 714-^-2219 


'89 COUGAR LS V6 3 8L eng, 
speciol whis, xtros, greyTM 
velour, digital, full power 
$8850 ( 2mD761)0D 714-591-0335 
'88'COUGAR LS, 21K' mile*5, 
V0, every option, 1 owner, 
perfect condition $8250 
(2lpm767) pp 7l4-637-63g 
'85 Cougor, outo, fully loaded, 
am fm coss, 64k ml, nu tires. 
Xint Condition! iSlOO'obo 
- nLOE5 3S)pp 7U' 990-eiS3 
'84 Lynx- 4 dr HB, ps. pb, a.'C, 
69K mi, nu tiresbrksshocks, 
struts, '93 reg'd. Looks & runs 
grt $1750 pp r2nuz301) 892-8949 


'90 VANDEN PLAS 


'72 250C 

Blk.'bik, fully looded, cieon 
cond, must sell, $2635. Must 
see! 673-2490 pp (706FYG) 

• '67 250S, outo, ac, ps, Pb, 
rebuilt eng, new point, inte¬ 
rior like new, '93 togs. $2900 
obo (yre6e5)pp 714780-5503. 

'70 280E- outo, awnd, snrf, 
xint cond, 2nd ownr, nu tires. 
|395a'Obo pp (I9fu315) Dy 
nO-3027; eve 526-8483 _ 


coss, runs grr. . 

$3800 ( 2AXY096)PP 736-6984 
'BS Nissan 200SX, loaded, 
Cleon, good running cond, 
sell for wholesale book, $2900 
(lPBV7 6e)pp 714 64 0-2645 
'80 Pulsar XE- o/c, as, om fm 
coss, white, t-tops, blue int., 
xint cond in & out! 68K mi, 
well moint., osking $4850 


■88 ACCORD LXI 

2 door. Cleon title, lo miles. 
$600Gobo pp (3oryl55 ) 522-0206 
'88 ACCORD LXt fully looded 
ac. oil pwr, 1 ownr, sunrf, wht, 
61K mi, mint cond, soerf. 
$970<Vobo pp 2gou313. 248-1067 
'86 Accord LX 5spd, qc, om'fm 
coss * Brand New tires, pw 
* XLNT COND * 1 owner pp 
$7990*060 (2ifi327) 051-8377 

'87 ACCORD LX 5spd, Fully 
looded. new tires, xint cond 
ifvqut, $7000 ( 2egf694) Pp 

Coll 310-698-Wl _ 

'87 ACCORD LX, outo, 4 dr, 
only 66K mi, p/w, pdl, tilt/ 
cruise, immoc. _$7950 obo 
(2xub2l4) pp 947-7^ 

'87 Accord LX. navy blue, 5 
spd, lo mi, good cond, ac, 
om/fm coss, full pwr, $7000 
(isvo068) PP 714-545-6472 
■pi '67 ACCORD DX 2-dr 
notchbock blue outo o/c anv 
fra'ster, 69K mi, 


PLUS 
UP TO 


'66 Pulsar NX, red, t-top$, new 
tires, 5 spd, oir, all extras, 
showroom cond. $6200/obo 
(2ytc554) pp eves 294-3320 
■■ '67 Pulsor, red, t-top, am/ 
frn stereo cassette, outo, 
tinted windows, excellent 
condition, $4900 obo 
(2wfc207)pp. 714-838-2201 
'87 Pulsar SE, 5spd, ac, am/ 
fm coss, cruise, 2 new tires, 
$5,100/ObO (2^WF384) pp 
John 731-4194; 731-5572 
■■'86 PULSAR, red, outo, 
sunroof, ora'fm coss, xint 
int ext, $3100/060. 

_ ( 2CIN9a9)pp. 054-7432 _ 

** '90SENTRA4-DRXE ** 
Auto. O/c, cc, om/fm coss, 
only 14k mi. Still under mfg 
wrnty. Xint Cond! $6400 
(2T IV576) pp 640-6436 


■ '72 280 SEL SEDAN, light 
blue, runs great, $4000 obo 
042ruz,pp. 714-968*0031 

'69 280 SE, 6 cyl fuel injection, 
full power, sunroof, white 
color. $3400obo. pp 

(2VY^J184 ) 667-9822 _ 

'61 300 diesel, outo, xint cond, 
178K mi. sunroof, omfm ste¬ 
reo. like new. Must sell. $5900 
obo. lbom6e6,pp. 714-989-9715 
'62 300D, outstonding condi¬ 
tion, low miles. Cream w/ 
Polomino, $7,900 pp lfem519 


'82 LYNX, 4 speed, runs excel¬ 
lent, 83,000 miles, mechoni- 
coity sound. $695obo 
(1ebf673)pp 714776-1767 
'04 Marquis Brougham, grey, 
at, PS, pw. o/c, om/fm coss, 
orig owner, good cond, $2200 
pp (2emxn2) 714-975-1977 
'04 MARQUIS, IBk orig mi, 
wht groy, pdl, tit, cc, om/fm, 
o c. Xint cond. Ist $iOM tokes 
J1 (2bneq64)pp 25 5-1610 
'90 SABLE GS 
4dr, very low mi, extras, 1 
owner, prime condition. 
$9950 (iansing) pp 544-2957 
'88 Sable Sto Wagon, p w, p/dr 
locks, tilt, c/c, well moint, 
good tires.'brakes, $7,000 obo 
PP(2jmv3S0) 588-1241 
*** '86 SABLE *** 
Runs great! 
$6,500/obo (2c2fl602po 


'84 XJ6 Beout. soffire blue 
blue tthr. new tires & starter, 
looded, must sell, $5900 

(86yTi<E) PP 733-3610 _ 

'05 XJ6, blue, automotic. 4dr, 
Ithr, ac, snrf, book, tnf 
wnds, xint condition. i850a 
obo (ikSf979) pp 71^2-0777 
'07 XJ6, crimson/buckskin int, 
cstm whis, Cleon irvout, 1 

t wner, oil records, 01,500 mi. 
16K. Pp (nvmyiog) 731 8270 

■’88 XJ-6. Fully Loaded! 

Block/Red Interior. 
$12,150 PP($h75291) 770-0557 


PLUS 


'06 Accord DX, 4dr, 5 spd, fully 
looded, 37k original miles, 
mint cond, only 1 owner, 
$0,995 pp 751-4704 4THLORD 


Groy/brown, good cond! 


'90 Sentro, 5-spd, o/c, coss, 2 
dr, gry, good cond, 3940 ml, 
brk&Tires almost new, $680(] 
(2t9f6 3 9)pp Jenise 631-6343 
'09 Sentro, 4dr. outo, metallic 
green, original owner, oir 
cond, runs great, xint cond. 
$5495k)bo 2mcv907 pp 642-6297 
■'89 Sentro, Silver, 4spd^ 
21,000 mites. Still under 
60,000 mile worronty. pp 
$5000 (2rtf452) 310-694-6451 


•• '06 SABLE • All power, 
70,000 miles, Cleon, $4,750. 
nRK2132) pp. 572-0468 or 
Wl-0524 


'86 ACCORD. 5 spd, block, A/C 
pw''prrvpl/ps, AMFM pull out 
stereo, low miles. Xint cond! 
$ 6^060 (50^sl) pp 662-3391 
'86 Accord 2 dr Hotchbock, 5 
sod, oir, onvfm coss, l 
owner, well-nr>aintqined. xint 
$5250 PP (UI2106) 547-2305 
'85 ACCORD LX, 4-dr, outo, 
ac, om/tm coss, dork blue 
Xint Cond! $4250 ote 


Sapphire blue'beige, xint 
cond. 90K mi $9W Oshar) 

pp. doll 714-838-3517 _ 

■■ '88 XJ-6, sunroof, phone, 
^rome whis, low mi, $15,000 
(foncyj) pp. Weekdays 310/ 
927-4404, ev/Wkd 714 6^-8819 
'88} XJ6, sunroof, new tires, 
white, mint condition, 64k 
miles, $10,900/080! 
(Kdoy)Pp. Eves 714/780-4754 
'65 XJ6. This Block Beouty has 
oil the extras, with 57k origi¬ 
nal miles Omil042}Pp. 

$8975. Coll 714/'666-8196 ___ 

'90 XJS Conv, ton/tan, 36K mi, 
like new cond, bol $35,000 
toke over payments 
(2sgi461) pp 367-0764 

■ '90 XJS CONVERTIBLE ■ 
Red, lo mi, foctory wor¬ 
ronty, possible trade down. 
$34K 77mpy,pp. 722 5959 

■ '86 XJ-S, Owner will finonce 
OAC. 59k mi, all records, blk, 
alarm. $15,700 pp (2uek939) 
Jim 832-4741; 731-7405 


* '91 TOPAZ * 

4dr, o/t, oil opts, 20K mi, 
xint, blue/blue, $8400 
(2utt090) pp . 714-8 32 4328 

’85 TOPAl $1344/obo. 
(Imak768)pp, 547-1030 

'00 Zephyr Z7, brwn, full 
power, o/c, quiet/smooth, 
very clean, $1250 (017zhl) pp 

818-96e-4236 , 818-421-970e _ 

'80 Zephyr, outo, oir, 4 dr, xint 
gas mileoge, great cond. 
Must sell fost, only $1000 
.(lcb_n729J_pp 960-i009 


'87 Sentro, new point, 
new clutch, new brakes, 
rebit engine, $4000. 

(2c tkl 38)Pp. 9 W-55 43 
'86 SENTRA XE, 4dr, 5s^. 
O/C, p/5, om/fm stereo, to mi, 
1 owner, new tirev red w/ 
grey int, like new, $2995/080 
(R ONALE N) pp 857-6559 _ 
'86 SENTRA, owner will 
finance, red, p/s, o/c, outo 
trons, $5581 npbb436) pp 


'85 ACCORD, 4 dr, 5 SP, ac, 
pullout Sony stereo coss, 
cruise cntrl, great cond, 
$395aobo lklm3&pp 528-7246 
* '84 ACCORD, 4-dr, ac, cc, 
fully looded. MinhShow 
Cond! $3295 obo nppe681)pp 

371-4^ 847 319/ _ 

'84 Accord LX, outo, ps, ac, st 
coss, 62k miles, excellent 
condition, po $4795 

(1kn^45 ) 538-6133 _ 

'84 ACCORD LX HB, 5 SPd, 
moroon, ac, ps, good tires, 
cond. 100 k mi. $3150 

rih$v9^)pp 832-8186 _ 

'84 Accord LX, met grev, 5 
spd, A/C, PS, stereo, seot 
Cvrs, rear wn'>dw. defrost 
ia^obo 2yfg293 pp 892-3130 
'84 ACCORD, 5 speed, AC, CC, 

TtM# anriAa #.#..^.,4 i'tO/Vt 


'09 300E, white. Slk mi, beout 
cond, take over leose $568/ 
mo, 22 mo's OAC or $33K. 
{2npl660)pp 244-2553 _ 

'86 300 SDL, black/gray, 

1 owner. $19,950 
(bsinc)pp Coll / S9-0S68 
'65 300SD turbo diesel, immoc 
cond, snrf, nu air, rerds, 
gor'd/pompered, 71K fwy. 


'84 SENTRA EX, 7 dr htchbk, 
outo, ac, am/fm, 73K mi, 
new tires, $2900 obo. 


★ ★ '76 MIDGET ★ ★ 

Runs & looks great. 
$1350 ( 534pl0)pp 714/534-0640 


( 2nbb546) PP 


************* 

'63 Sentro, 5 sp, coss & ra¬ 
dio, ac, lo mi, good cond, 
$2,300 (p2x212)pp 538-5740 

Edition, low miles, runs 
good, looks sharp, $2400 
r239TAXJ PP 714/240-6774 


gor'd/pompc 

$21,0 00 pp ( I_ 

'84 300SD turbo, 1 ownej 
cond, oil records, { 


(2awp833) pp 
eves 559-5031 


'84 Colois, PS, pb, om/fm coss, 
outo, cruise, trovel com¬ 
puter & more, good cond 
$2<^ (2cln009) pp. 661-2165 
'04 Custom Cruiser Stotion 
Wagon, runs well, low mi. 
orig owner, $3,000 

PP(2oyd926) 8 4 0-7944 _ 

'91 CUTLASS CIERA, outo, 
V6, only 18k ml., o/c, pdl, cc, 
om/fm case. !XLNT COND! 
$10, 400 ( 2 ws m848)PP 563-8894 
'07 CUTLASS Cierro 4dr, air 
cond, om/fm coss, tilt, 
cruise, low miles, $3300 

(2ecp21S)pp. 714/583-3321 _ 

'66 Cutlass Ciero 4 Door, V6, 
oc, p/seat, om/fm coss, tilt, 
wire whi covers, Immoc In/ 
out! 2cyx893pp $321 8 658- 4145 
'86 Cutlass Ciero, 4 door, outo, 
0/D, 50K orig miles. 6 cyl, 
air, Cleon in/out, asking $2600 
lktmB22pp 714-5^7 55OT 
■ '85 CUTLASS SUPREME 
BROUGHAM, 2 dr, V8, full 
power, 1 owner, great cond, 
$29k) ( 1pde434) 71 4-373-493 0 


79k mil*s, runs good 


'91 LS400, 30K mi, white wTon 
Ithr int, Gold pkg & chrome 
wheels. — 


'91 Eclipse, burgundy, 5 spd, 
gm/fm stereo, 10,500 miles, 
$9000 or take over poyments 
(2yox597) pp 714-548-8079 _ 
'89 GALANT, 4 dr, oir, ps, pb, 
stereo, low mi 28K, dork 
blue, mint cond, ask $8000 
(2irx757) pp. Coll 714-587- 

6359 m/f days _ 

'90 Mirage htchbk, outo, ps, 
pb, om/fm coss, 61K mi. 
Must sell $5260 (^2rns474)pp 

Page John 818-54 3-2794_ 

■ '88 Precis, 4 spd, cossehe, 
new tires, new brakes, 

rOns good 

$2600/obo (2hp p 978) pp 379-16 49 
'86 Storion, Ssp, fresh pnt, 8dk 
mi, xint stereo, needs eng 
work, pp $263S/obo (1ran667) 
890-5417 btwn 9-6 or Iv msg 
'63 Storion Turbo, digital dash, 
ac, om/fm, power every¬ 
thing, runs great. Front end 
damage. $1475/obo 


'79 300 ^D, like new, brown. 
New tires, brakes, trons & 
^ck seats. $7000/obo 

(1eoi917) pp 714^58-7061 _ 

'91 300S6, 35k mi, smoke sIvr, 
gold pkg, phone, take over 
payments $680-tax/mo, pp 
$46K (2vck629) 692-1827 
'89 300$E, smoked silver, 
looded, super low miles. 
$34,000 (2NOA935) pp Call 
714/770-4400 x215, M-F 
'88 300SE, nouticol blue/grey 
leother int, snrf, all options, 
low ml, mint cond, dealer 
moint'd. $29,950/pbo pt, 
551-3341 Iv msg r2kyg374) _ 
'82 3(X)TD Wagon, 145k mi, 
creom ext,t>eige int, chrome 
whis, new brokes, looks/runs 
greot. $9K. 2zx|177,pp. 495-344 9 
'91 300TE, pearl black, low 
miles, factory worronty, 
$2000 takeover Ise$652/mo 


_ 

black iode/grey, 
34j000 ml, traction, memory, 
CD, lood^. Dealer serviced, 
$31,900 pp (2FM848 ) 362-0502 
* '92 SC 300. Garnet, looded, 
gold pkg, 12 disc CD, chrm 
whis, mnrf, $34,000 
(2xmh302i pp 714-962-9658 


'84 Accord LX.4dr,! 
ciutch/brokes/poini 
tun*d up to sell. 
(2hto044)pp 540-17( 

'03 ACCORD 4DR 
auto, oir cond, sunrool 
coca in/oot, fl6K mi. 
FIRM. (5052xI)pp. 523 


spd, new 
Just 
$3055/obo 
9 ly msg 
SEDAN 
good 
$2500 
1448 


On Your Approved Credit! 


'79 CONTINENTAL, sharp, 
Ithr inter, good cond, $2300 
cosh or best offer, pp 

2USZ933. 714-557-65 17_ 

‘79 Continental Town Cor, 82K 
orig mi, Loaded, xint cond, 
new Bridgestons/shocks/rod 
muffler $2495/obo 363-1176 
*'77 Cont'l-only 65K Orig miles 
LOADED. Xint mechonlcol 
cond, Orig Owner, Must Sell 


'62 Accord LX 2dr, xint cond, 
in/oyt, mony extros $2400 obo 
(ledd0607pp Coll 71^57-0160 


'02 i Accord DX, 5 speed, oir 
conditioning, cruise control, 
fully Iqoiieo, silver. $1350. Pp 


'02 ACCOR D, 4 door, 5 spd, oir, 
as, p/b, ster, new tires, runs 
great, fwy miles (leki410) 


nzso 
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Dennis Hardins’ Warranty: 3 Mo./3000 Mi. Guarantee on all used cars! 


Dennis Hardins warranty 3 Mo/3000 Mi guarantee on all used cars! 




Jr Ivory/ 
□rrvtm 
(2p2070) 
•497« 


92 OLDS ACHIEVA 


After rebate. Automatic, air, anti-lock brakes, gauges, AM/FM stero 
cassette, clock, alloy wheels, pulsating wipers, PS. pwr. windows 
defogger, PDL channel security doors, remote mirrors, sport wheel 
plus much more! (443371 )(454742) 


'92 CUTLASS SUPREMECONVERTIBLE 


4 tax.60mos..dirveoff$1965.33,residual 
$7069 40. T.O.P $12,244.80 


(922015-922017-922012-922013) 


ir - must 
iufe36/pp 
M9M465 


Automatic, electric top, anti-lock brakes, leather, cruise, leather wheel 
with touch control, AM'FM cassette, tilt, power mirror, remote pack¬ 
age, power seat & windows, plus much more! (384507) 


'92 OLDS EIGHTY-QGHT 4 DOOR 


Auto., air. power steering, power brakes, power seats, power win¬ 
dows, power locks, cruise control, AM/FM cassette, air bags & much 
more! (812815) _ 


(921972-922096-922001) 


-f tax, 60 fT>os., dirve off $1979.67, residual 
$8056.50, T.O.P. $14,182.20. 


$21,837 

.$750 

...$3129 


M.S.R.P. 

REBATE. 

Hardin Discount 


'85 TOYOTA 
CEUCAGTCPE. 


'SSCBORITY 

4TIR. 


'87C0LTE 

2-DR. 

Air. cass., snri. perfect! 
(2EBn277) 


or get 3,9% fin. 48 mos 


4 cyl., 5 spd., a/C. p/b. C/C. Stereo 
cass., sort, tmmac. ttiru-out. mint 
oond . like new (Stk. 
#921957A). (Stk. #2CFB664). 


Auto , ail pwr.. c/c tilt, 
morel(tNAA329) 


4cy1., 5 spd.. stereo cass., anrt. 
exc. cond. (Stk #930003A). 
(Lie. #2KFLBe5). 




S-Spd.. 4 dr. P^. cassette. 
P'survoof Custom wtieeis, low 
miles (20XF56n 


S-pass . auto . V-0. P/S. P-B. 
T -W. C/C. air cond , low miles 
(1MLOX502) 


4 cyl., ai. a/c. p/s. p/b. tin. stereo 
cass.. like new Whrte color 
(9221S1A) 


4 cyl . 5 spd., p/s, cass , rally 
wtieeis. tilt. (GE015840) 
(92t899A) 


5 Spd., air. p/s, p/b, tilt, more! 
(097100). 


V-8. aulo.. rnoret Exceptxmal' 
(2CHQSie) 


2-Or Cpe . Auto , air, P/S. P'B. 
P/W,P/L, T/W. C/C. cassette. 
P/seals. (2GQX973) 


AH’. A/C, P/S, P/B, P/seals, 
custom wheels. 3 sealer 
(2enW661) 


Auto. air. P/S, PB. custom 
wheels (2HQY613) 


'89CAVALe 

Z-24CPE 


Auto, Mr, all pwr. cruise. 
(ZXRN510). 


Auto , air, P/S, P/B 
(2XYL013) 


4 cyl., a1. ac. p/s. p/b, c/c. must 
seetoapprec (9281) 
(2ULSie6) 


Auto. air, all pwr.. till more! 
(930002) 


Auto., air. P/S. P/B. Very dean 
(2SAW023) 


4 cyl., a/t. p/w. p/b. exc. cond. 
(921421B) (2VMG594). 


A/T, A/C. P/S, PB. quad 4 cyl 
eng, T/W. OC. (2N2P460) 


Auto., air, PB, P/B, low miles 
(2SBR781) 


Ado, air, P/S. PB, PW. P/L. 
TW. C/C, dual power seats, 
(Vwheels. like new! (2PRV886) 


'920108 

8RAVADA 


'88PRaUDE8l 

GPE 


^rt Utility 4 DR. Auto., air. P/S. 
PB. PW, P/L. TW, C/C. casa.. 
leather roof/rack, custom wheels 
( 0000000 ) 


Series4DR AT.AC.P/S, 
, PW. P/L.TW, C/C, moon 
root, 1/2 vinyl/roof. 


A/T. AlC. P/S. PB. POL PW, 
TW. OC. P/seats. leather, vinyl 
root, gold pkg.cstm. «4ils 
(2RLS3521) 


4DR,6cyl .a/I.ac.p/s,p/b.p/w, 
p/dl. p/seats. till, c/c, stereo 
cass , cusl. whis . lo mt., must 
see! White (9283) (2KOE443) 


4 cyl.. a/t. ac, p<8. p/b. p/w, p/dl. 
Hit. c/c. stereo cass . exc. cotxJ., 
1 owner. (9284) (2WIK011). 


2 dr. cpe., ado . Mr. P/S, PB, 
PW, P'L. TW. C/C, P/seat., wire 
wheelcovers (2NXni33) 


9pas8 ado .air, all pwr morel 
(146962) 


6 cyl-, ado. air. alipwer. morel 
(2GHP665) 


Ado , «r. P/S, PB. TW, P/L, 
AM/FM ster (2WKD574) 


Ado, air, all pwer. mnrf more! 
(921359) 


Where it’s so nice to be nice 


1381 AUTO CENTER DR, 
ANAHEIM 


TRUCK 


533-6200 


1300 ANAHEIM BLVD.* 


GAROeW 6WVt FWY. (22) 


All cars plus tax tic. & doc. Subject to prior sale. 


Ad expires 48 hrs. after publication. 


COSTA MESA FWy <SS) 













































































































Hot Rod/Race Cars 8978 


Antiques/Classics 8984 


Mitsabishi 8946 


Chevrolet 8804 


Snznki 


Chevrolet 8904 


Hot Rod/Race Cars 8978 




International 
Harvester 8925 


Volvo 


North Count', Auto Section September 3,1992 


'56 CHEVY CONVERTIBLE 

excellent cond, runs greot 
$2 0.000 i yd9 24S pp 714^7 3368 
'69 CHEVY'CAM'ARO SS 
350 Turbo Trans, com¬ 
pletely rebuilt, PP $5500 
ixky/Wi 714:363-9601 
j car, '68 Chevy Caprice 2 dr, sharp 
$n^00 looking, pspb, ac, vinyl top, no 
side colums btwn windows 
$2250 {vtm822) pp. 3ia83q-5577 


’90 CHEROKEE LAREDO 

mol ports, runs 4x4, loaded, ISk mi $15,500 
29)^ p^ l2RYA075lpp 995-8756 

_ e '09 Cherokee Ltd, red, with 
tnvert. last of its interior, 4x4, 4 dr. fully 

it Air, PS, pb, Fooded, auto, xint cond, orlg 
estored, bener owner 76K miles. $16,995obo 
000ppl^gls364) ^2j>dd758] pp 858-9426 

14 9408 -89 CHER'*-■■ 

Conv, rebIt Lorodo, 

outo. full pwr. miles 


'89 SIDEKICK. 5 speed, AC, 
good cond $5000. Must sell. 
No reasonoble offer refused. 
L2P2t10e)pp7U 362-5505 


65 Pontiac GTO. tnpower. 360 
HP, rare origmol drive 
from, xTnt cond. 2000 mi on 
rebIt $lK5p0 (2mov2^1 pp 
Doy 851 liV eves 559-5W1 
60 PONTTaC CATALINA 4 
Door Orig. Point & I nt Body 
Stroioht Needs Eng $650 


‘90 CHEROKEE LAREDO 

4x4 looded t5kmi $15,500 
ObC s.2RYA0'’5}pp 99S-8'’56 
e 09 Cherokee Ltd red with 
grey interior . 4x4 4 dr fully 
iooded. outo xtnt cond orig 
owner >6K miles $16 99Sobo 
v2Pdd’581 Pp 850 9426 
09 CHEROKEE white 4dr. 
Lorodo full power 26.000 
miles $14 000 t2rfi624lpp 

■ 86 Cherokee Loredo 4x4 
leother iooded white. 4 dr. 
75K m. $10 950 i2ghv01O)PP 
_310:592 :I22. Hunt Horb 
8’ CHEROKEE LIMITED 
EDITION Burgond>. power 
Wind, pd' ac, cc $10,800 
2e.w132PP 310-430 6185 
'6'’ Cherokee 4x4 4 0 hter V6 
4dr auto, oc tow pockooe 
looks & runs greet' $03uC 
iWwbr^l'PP ■'14-240 9’66 


66FordMostang.outo.ps .'Hv 
engine, orig Pony interior 
Custom wheels $3295 
v2ne66^fi521 84'^3 828 09^ 
66 FORD MUSTANG 
6cyi, red oM ong, good 
cond $3100obo issg422' pp 
C all ?14 995 5212 
39'FbRD SON Dl'kE Nu 
point. wifKtows elec front 
grill originoi runs great 
$^250 obo ppi 171gau)^ 544-0003 
66 ^rd f-BVrd 2^ door tite 
blue xInt cond low miles_^ 
new tronsmission $2750 
vdki582' PP "14 639 8214 


♦ e 8: tE RCEl MB Auto 
beige Good CorKJ*t*op $’800 
obc i’EGC50l.i^ Coll 


"3 u: 2 DOOR 4 S^EED 
Excellent Orig.noi Condition 
Excellent Running Condition 
$0’5 PPvE'M9301' 093-9110 


’ e 8^ LIMITED wnt grey 
new bottery schoexs cover 
xffHj worr 41^ mi $1S,50lI 
2.,> 529’ ?l4-9ft3 2942 


’Oi42SOrig runs good Needs 
eng body worx Top choice 
♦or Euro cor enthuSiOSts $9''5 
i?wtc939'0p "’4 449 "443 


▼6 SP.^’F RE engine strong 
new toi? bodv stro.gm 
needs •'ew mt 
v 622 P|^A pp M orx 840-2143 
6« "^Rd new eng point ciu*h 
chrm^oo oe'*ectcond Br t 
sh roc*''ng grn Or-o car, po 
^2A39»8,: 557-0415 
H '■’2 cond conh- 

D ete res*C'rotron 'nci rebu '♦ 
^■'9 ne Foctofy nordtoo 


loaded running b 
rock & hitch. 2ni 
Immoc! Must sell! . 
obo or Ise for $445 mo 
tonmtimoipp 71 4-736- 6727 M 
'89 4 Runner, wht, 5spd, 28k mi 
xint end, hdcust bump hitch, acci*- 

v'r, ers, til,, roll bor $12,980 “ CHE VY CLASSIC ^284, 
pp#3tW66 JlO.431 5938 V8, ayfo, p5, pb, 13,006 

^ OT j oriTiArcD "* vaiTn" actuol miles, ong owner 

"pbi?“omfm; LnrS>i.M 

cellent condition, $6,950 8' ^ 

®?pd, wITit? ■Smmv'^bft (J JVA4922PP, Coll >14/_545.J998 

bumpers, xint cond. $6900 * '57 Chevy Bel Air, 2 dr, ht, 
obo pj) 669-1903 (2DFD500) bik W'bik, restored. Show 
90 FOUR RUNNER full Quollty, original $29,500obo 
^wen sSnrf syst , am _iicx303iiiP.5u6.22-0W9 .. 

If' 

'47 LHfcVY 2 Door ^edon 
Fleetmoster, nice original 
condition, runs good, $3300 


57 PORSCHE SPEEDSTER 
Intermechanic. Zero miles 
on restoration. $18,000 In¬ 
vested $10 OOQ obo 
K713YQn pp 110 <W 2975 
55 Rolls Rovee SC i. grov 
blue, stondord Rolls options, 
wo^, leather, etc $25,650 
pp - . - 

'71 XJ6. yellow, lots of new 
items • brokes int, valves, 
paint, shocks 8i more pp 
S ocrif $2624 Ilpil450 ) 839-9427 
66 Ford Foirlooe convertible, 
390 2 BBL 4 speed, good 
shape motivoted seller. 
it^yi0521pp 714964-7457 


)KEE white. Mr. 
... lull power. 28,000 

■ 88 Cherokee Loredo 4x4, 
leather, loaded, white, 4 dr, 
75K mi, $10,9W (2ghv0^O)pp. 
310 592 2122 Hj^nt Horb_ 

'87 CHEROKEE LIMITED 
EDITION Burgandy, power 
wind, pdl. ac. cc, $10,800. 
2e[wl32ipp 310-438-6185 
87 Cherokee 4x4. 4 0 liter, W6. 
4dr, outo, ac, tow package, 
looks & runs great! $8300 
I2fwb290)pp 714-2_40-9766 

■ 86 Cherokee, 5spd. a c, 2 dr. 
4 WD, white om tm coss, ex¬ 
cellent condition, $5900 
i2^0pl21JpH^ 714 859 6071 

■80 CHEROKEE, 360 V8, Stan 
dord 4spd, block black, cus¬ 
tom wheels, ac. snrf $2610 
obo Lrru0e31 pp 9 72-9121 

79 C JS, 6 cyl full cage nu seats 
31 trs Rancho SUSP chrome 
whis Kenwood stereo $6000 

_ obo UeddpSSl.pp 813-101^. 

80 CJ5. new point, trons, 
brakes, tires, front end & wo- 
ter pump AM,FM cass. 
$3900 obo (UBzhulpP821.-5737 

'84 C37. 5 Speed. 3 roncho lift- 
33 tires Enkei whis. black 
w block soft top $6000 obo. 
llK^C348)pp Call 735 7681. 
86 CJ7 Loredo, hard top, soft 
top. excellent condition, fully 
loaded, pp $8060 obo 
_.U£bx243) 714-956-9523 
'89 Commanche, 26K mi, oc, 
serv rec. bedliner, 7 yr 70K 
mi wrrty, xint cond, n smkr. 
$8-100 obo Pp3y46557. Days 
3 10-69 4 4993, evs 694 5555 
r87 GRAND WAGONEER M 
POWER EVERYTHING! 
XLNT COND! $8100 
(hgb62u)PP 714-493-2085 


85i B206 o long bed 5 speed, 
om^m coss ♦oolbox Good 
tires & broxes $2400obo 
v2r e0130 :pp ^14 540-Q5e0 

64 62000 light blue. 5 so long 
bed om fm coss step 
bumper, pneed to sell $1400 
’98-6203 

ee 84 B2O00 picXup. w shell 
iwi: sell seoorately' red 
good cond $2450 obo 
i2l552i3‘ PP 513 ’60'_ 

90 82200 Truck Cab Plus lES. 
red grov ac ps ab AB5. 
bedi'ner tonneou chrome 
pxg tint Kenwood Puii-out. 
alarm $7900 obo ,4ed63l6'pD 
Colt 310-439 ^44 


88 240 Ol exce'ient COND 
outo oc omfm coss Pd' 
s'vr biuebii.e intr 5SK rr>i 
3\0 493-4593 


85 240 CL 
cono p s 
coss $5951 
Doji t’lMS: 


Beout blue x>nt 
Pb. oc, omtm 

' .’mpvlt?' PO 
:2 w 364 2221 h 


65 Ford T Bird 55K orig 
miles, looks & drives like 
rvew All originoi $450Oobo 
_^nm^l8i Pp 714-776-7421 

"'55 FORD THUNDERBIRD 

Red lOO"* restored. $24 500 
l2de2C91' pp 714 ’33-2662 
61 HILLMAN MiNX- convert 
ibie xint doily use doss 1 
collector. 38mpg $1800 
(Wdv369)pp _ 7l4-47^699’ 

70 LE .MANS \AAGON 84 000 
miles, oil original, runs 
good $^ (004ccnipo 


i2SSN956J 854 9"^ 


it Bl’G i"T cc eng duo* 
corberec’r Enx r-ms new 
cl^..tc^ $'50C oo;Utmi42' 

'’4-89ei.069: 


*5 244 Ol- Coiifcroio wh^te 
or<g pomt ,vei' momt o*r. 
PS Ob Vicnehns $’50Cobc 
slnxc’52'PP "14 650 5890 


s8 Bv.'G ' owner .xe new 
needs nothing Pertec’ boex 
to-schoei cor w smog $2850 
_Ot»_j^^f59" • pp "24^-9541 
’2 BuG 4 spd 'ow m.'es 
re'v'fb 'nsdeoi,* $2100obO 
sod'y reioco’ing 3o$c34’ 


■ 8' 4 DOOR Dl outo be'oe 
crwnmtr.ac goodcono good 
♦•res omtm coss $2500cbo 
\'&eo6l"' OP 714-89- --4C 


Original runs well $1,995 
PPi!'FM"89) 75.1-2959 
■ 67 FORD GALAXY 500 
•-onvertible factory 4 spd. 

PS Pb. new tires $2250 
( 20|62 6) Pfi_7l4:220_2551_ 

64 Ford Galaxy, 500 XL H T. 
rebuilt 390 AT. new B W mt. 
rodials. brokes. susp. 
$5500obO 2Jni263pp 522 6417 

66 Ford Mustang, auto. ps. 289 
engine ong Pony interior 
Custom wheels $3295 obo 
I2np668)pp 521-0473. 820-0979 
U FORD MUSTANG 
6cyl. red oil ong good 
cond $3100 obo (ssg423) pp 
C oll 714-995-5212 
39 FORD SDN DLXE Nu 
point windows, elec, front 
grill, original, runs greet 
$72S0ObO PP(17l90U^ 544 8003 
66 Ford T Bird 2 door, life 
blue, xint cond. low miles, 
new transmission $2750 
(dkl582) PP 7146 39-8214 

65 Ford T-Bird, 55K ong 
miles, looks & drives hke 
new All originoi $4500 obo 
\nmt018) pp /1 4- 776-7421 

'55 FORD THUNDERBIRD 

Red. 100®v restored, $24,500 
(2d^09 11 pp 7 14-73 3-2662 
'61 HILLMAN MINX- convert¬ 
ible. xint doily use. doss 1 
collector 38mpg. $1600 
(w dv369 lpp _ 7T4-476-:6997 
•70 lE MANS WAGON 84,066 
miles, all original, runs 
good, $650 ( 004ccn)pp 


'89 Shortbed. 4x4, red, 34k mi. 
33-12.5 radiols, custom rims, 
roll bar, alarm, stereo, pb. 
PS $8500 teffeni.PP 714-997- 
2270 wk^ 898-4921 eves 


SsPd 59X mt wht X'ntcorKJ 
>:^V -uv239.U "44 '^18 


cpnaiiiun, runs uwu, 
obo iib3^p£ 310i429-5823 
'39 CHEVY SEDAN DELIV 
ERY, V8, 4 so, red, greet 
cond, $10,300 otr or trade op 
01495^ 714-556JD1O0 
''61 CHRYSLER IMPERIAL 
CONVERTIBLE HARD 
TOP, good cond, $7000 pp 
( ifp4.) 310-869-9909 


86 '40 GuE TURBO Qt oc 
ob ol pw snrt om tm coss 
xint condition $6450 obc 
L2cer40'’- pp "U-459 -0010 


*9CJ5 6cyl full coge nu sects 
31 *rs Roncho Susp chrome 
whis Kenwood stereo $6000 
oqo fip_833:.10t2 

io C.~5 new paint trons 
brakes t.res. front end 4 wo 
ter Pump AM F V ccss 


'82 SR-5 Shortbed, 4x4, Excel¬ 
lent cond In & out.custom GT 
shell w carpet kit, Yomoha 
am fiTi stereo coss. very 
Cleon, always garaged $3495 

iiSl20_21]jJp 714-2.52:8467_ 

'85 TURBO 4x4, block, iymbo 
swnmper tires, GOOD 
COND' $5500 (2n90542) pp 
Call 714-258-8387 


{■91 MIGHTY MAX 13 000 
miles 5 spd oc. excellent 
cpnditi. n must sell $"295 obc 
4 :S29- LOU 714-49,--0316 


64 MBZ 230SL- ongmol 35K 
miles red white 2 tops 
4speed $19 000 (2ahd666ipo 


■*4 BUG Ou’O sn.tt ■ owner 
cheTy in i Oit nu tires 
brxs ^tt omtm $2500 po 


84'60GlE block rea leather 
4 dr outo, OT tc't' iooded 
extra e'eon xmteend $5300 


059VPV:. 53"-"855 


29 M B Z Replica, r-bit VW 
eng low mileoge must see 
to oppreciote $6950 obo 
v29mercd^^ op "14-839-4119 
68 MERCURY ’-VONTIGO 
MX 2 door hordtop. oH origi¬ 
noi $1300obO iwpk239)pp 
’14 391-3490. pgr 920-8762 
idCHxJobo 6" Mercury Cougor topcondi 
— tion. orig owner Rebit eng 

trans brokes & reor end 
$2^ iydiWOlpp 7U7’2^6990 
64 Mercury Monterey 390. 4 
barrel!, 3 spd stick, reor win¬ 
dow rolls down. $800obo 
''U827J25_2,_ 


■ "8 Bug Conv. red b'X good 
COnO new t res new om tm 
coss Oc^ou* 2na owner 
_ki4i^. l10Xx95'_pp_ 9^^^. 


pp .■odmh839 ^ 310-5 30-4590 


^900.0^ 321.5’^' 


M 91 HARr'*CZiv red A«th 
Custom wheels oStTr'-.-*.**xx 
Shd-ng reor wndcw ' "k mr-- 
240 5998 ’ 

89 HAROBODY SE V6 King I 

Cob Fui'v loodea. new t.res ' 86 Cj’L oredo hardtop soft 
$"500 '3 v 86229- Pp Pieosef too excei'entcondit<on fully 
loaded po 
Opbx243: 714 956 9523 
89 Commonche 26K mi oc 
serv rec bedliner " yr "CK 
mi wrrty. ^int cono nsmkr 
$8.100obo Pp3v465S" OovS 
310-694-4993. evs 694^5555 
■ 87 GRAND WAGONEER ■ 

POWER EVERYTHING' 

COND $8100 I 29 Model A Sport Coupe, 

Lhgb62u PP "14-493-2005 $13 500 or best offer , restored 

67 jeep J3CW 4X4 327 -V8 
cost shell & whis runs & Perfect (luv^ pp 

looks greet smog cert $i345 - 

obo i33'’4x4 pp 266-006" _ 73 Mustong Convert, lost of its 

91 Wrangler Hot Steei Blue, kind 351 C. a t, Air, o s, p b. 
toctory 6 i.tt low miieoge, 

lots of extros ilS.Oro than new $12 000 oo(lgis364l 


ms 83 "60 GlE 4dr auto 
o.r eother. exce 'ent corvd>- 
tion Must sen $4600 obo 
Jhbo 548'po ’14 55' 6945 

86 "60 Turbo intercooler- xint 
cpnd Looded must see' 
Or-g owner $9400 ;40i2'op 
f_<?l':.ci.0 .3iq-59" 4692 


'69 Corvair Monza Conv. pwr 
top. rodiois, fantastic cond. 
Corvairs finol yr Goraged 
$7900obO 69cvrcvpp 522-6417 


Excellent cond oeoendobie 
$1599 •2vQt9C*’ pp ’U9S1-1261 


64 Vette, cust bodv, bik, 327, 
4SP, xint cond, new pnt int 
trs. cust whis. Must see Sac 


Bw'G 

Good condtion new point 
new engine $2000 obo 
.2dkw4’6 p p 714- 371-30 43 __ 


HAROBODY Custom 
oiorm ♦ ntea wndows ex 

- cellent condition $4200 

.5?5L5qq.ObC 4I19 X< ?,pp 8558_ 

9" K.n'G cab V6 ac PS 
om tm rims bO'iner titt 
cloth mt xmt cond $5400 pp 

jJs5^5j_49^2^_ 

■ 85 K.ng Cob ^U Convertible XLNT 
os Pb tow pkg roll bar • ‘ 
NEWMackpoint 58k mi pp 
$3969 obO(3hn34S'’U-'t30-5320 
92 Pothf naer XE V6. block 
outo Otr. power pockoge 
am fm coss sec svs side 
roiis ASS brokes • extros 
$19 000 ,2 zgr364^ op 7"5 - 6071 
94 P.ck UP goocTtronsportQ- 
fion Truck camper she-• & 
coroet xit $:2"5 ^2h383C" po 


^16,950. 2arwi73 pp 589-8009 


hMlSMilimUmMU '63 CORVETTE, Split-Window 
■23 T-Buckei Chrm Jaa rear Cpe, Xint cond! Md'chng 
end, 350 Chevy mtr, Tunnel # 5, $25,000 lirm. (ook049)pp 
rnm, 90“.. complete op $7000 d 310^04^2274, 7J4.8401^2 pm 

YSytSuTfji 94 °il d’' 99 o' 9 ' 33 o''e COUGAR GT'390, 5'code, 

- (Vf0014) 534-9441 0, 990-9330 0 tj|t awOV, 

green wht wht, build sheet, a 

_ solid 9 Everything new. Must 

VVnmiVrfliWiiVTm ^*1 immediately! $6950 
19Mkft) pp 714-963-95I8 


Recent tires brks & mtenor 
$ 1500 <.2m yw065) gp 633-1350 
’3i BUG orange body 
stro'ghf good fronsporto- 
♦ion I'NSfirm t2VVX'*94'oo 


^ovftOl ) pp. 


• 91 GL 240 4DR • 

Aoto Oir cona, tgi' power 
runs greet $2845 Pp 
>lciu721^ 353-0660 .354-^24 


'67 Jeep J30QO, '4X4, 327 VS, 
cust shell & whis, runs & 
looks great, smog cert. $1345 

otw {3274X4) pp, 266-0067 _ 

‘91 Wrangler Hot Steel Blue, 
factory 6 lift, low mileage, 
lots o* extray, $18,000 
vQbahuDzipp 805 943-6676 


■ $7 Bug ovoi wthoew, odiust- 
able front end Ceoterimertrrs 
Cleon int, mmt green soerf 
$3800 D0lh9k34 310 804-5014 


WE BRING YOU 
$300 to $500 Cosh & Up 
F or Many Driveable Cars, 
Trucks, Vons Fast, Polite, 
Friendly Service. Alwovs 

Si nce 1975. 893-0121 _ 

M JUNK CARS & TRUCKS 
wanted Top $$ Paid. Any 
Cona. Fast, Free Towing. 
So me Pay Service 996-7000 
■ I WILL BUY! 
YOUR TRUCK. VAN, CAR 
FOR CASH. 714632-5334 


84 GlT SEDAN ** 
.ooded 2 dr outo. a c low 
hiies xint shope $4900 
2bcn0?2: . pP_” 4-.9"l -2 "5 


tTTlI 6TOfe.7l'8“o'?!!'i i'A ■■ '3 DATSUN 240 Z U 
for John Sonders eam.5 AJ. runs strons, needs 
STS. oirirAph ‘ Point, moas, $1,400obo 
'cari”bI AN, SnlY 44k mi, 

immaculote, $42,000 pp (pH ) 66 DODGE CONV, CORONET 
310-869-9909 V0 perfect cpnd, 1 ownr, o 

i0 Buick Riviera 430. silver, 

hlnrk too A int. bucket seats. PH® ’'500 


67 BUG Porsche red. very 
Cleon, new int 1600 eng runs 
great Porsche rims $2 300 
obo PP vlrxw2 64 597 5793 
71 Sug-Rbit Eng 25x mi, good 
cond. doughter left for coi 
-ege-seii ASAP ist $1150 toxes 
pp (3?9cvt) 714-771^12 

■ 64 BUG Restoredor >9 snrf 
uook&runs grt. Going owov 
to schi-must sell this wx 
$l7xobopo (2gbf2?21 830-0034 


ob^hobz S.-P -'.5-94. 


73 Mustong Conv. rebit 


’82Gw wht 4dr pwr wnd Pdi 
snrt am*m coss ac, hl' 

tTesbrk.SC*utCh y'^'t cohd 


thruout V0 outo. full owr. 

-oir. Moch I occess. red. bik 

'84 VONTEREO 5 speed new mt $’250 PP (?tpy766' .549-1565 
trans 1 owner driven bv re 
tired mon. $3995 (luckvnb' 
pp :i4,99q-6 756 . 

83 pickup 5 sPd omfm ps 
pib new tires radiator rebit 
eng good condition $2250 
.2e9S5u6 PP 6’! 2809 


'84 MONTEREO 5 speed, new 
trons, 1 owner, driven by re¬ 
tired man, $3995 (luckynb) 

pp 714 -9 90 6756 _ 

'63 pickup, 5 spd. am.fm, p$. 

Pb. new tires radiator, rebit 
eng, good condition $2250 , ^ ^ 

obo 2e95506i pp 671-2809 60 Codilloc Sedan de Vtlle, 

■■■■■■■■■■■■HipHpH white w block & white int, 4 
I a if -l" r "i miTiM* L*Z. L*1 window, full pwr. $2835 

liiliMIlMiMMM (hig931) p p 310-4U 4-2369_ 

'66 KING CAB, hard body, 5 '55 Cod CDV 69,000. Original 
sp. o c, lift kit, almost 4 whi miles. Stored since 1974. 
drv, good cond, 130K mi, rbit Runs very good $6000 obo PP 

eng, dean, $4500obo pp (J WHS06) 960-5819_ 

- (2nol543j;_7722919.. ,54 Cadillac 62, 4 dr sedon, 

. -- - . ~ orig, complete, not running, 

ne^s restoration. Asking 
$1 125 pp (iepl70) 535-1766 
'40 Cadillac 60S classic 
4 dr, burg, xint cond, $18k 
will trade for newer car, 2 nd 
TD or ?■ (sre 772) p p 739-4245 


1" Wagon, an the extros 
leather mtenor must see 
this white car to appreciate 
$10 SSO ■ 2g xx6 03'PP 666-8'* 96 


66 Mustong GT Conv , 289. 
outo new eng trons. oil pa¬ 
perwork 90^ restored PP 
$8900 obo 562dsc 310-431-6271 
60 Olds 88. Iixks & runs lil^ 
new outo, am. all orig. 27 500 
mi, $3500, I.2WVG872) PP. 


84 extra CAB 
Sspeed.oc PS 2naowner 
86.000 m ies, $2900 obo pp 
( 2m25 9C 31O-069-6"93 
^ FORER'uNNER 2 wheel 
drive 58K mi 4 dr runs per¬ 
fect very cieon, $13 900 
i2swzi40'_gp 594-5M5_ 

8’ LONGB’E'D. Extro Cob 
Durolmer 5 sPd ac. shell, 
stereo 56k m, cieon' $5750 
00 i2bspinj 7U759-9020 
’"~5 Longbea service trucx. 
tool box lodder rock 'ote 
nxotor runs greet’ $2.000 00 
^..’J9- ’2 91 v 96848Z’ 
••88 Mini 4 speed Runs 

? reo». rear ended $2250080 
hopmon Western Ave 
. lOW.DFC ■ PP 895-^_36, 


♦ *'59 El Camino, 348 eng, 
4spd stick, runs greet ^ 
mony xtra parts. $3200 tor 
qlL v 39506,pp. 310-6 66-9091 
'55 Ford, 2 dr, 6 cyl, nice, 
needs 3 speed fixed, lots ot 
receipts. pp $1422 obc 
.i^t771) Eves 970-2176 


'92 Cherokee Ltd- ABS, tow 
pkg skid plates, track lock, 

Ithr. lood^! Asking $25,000 
oba (2xlkl54) pp 714-650-4035 
'90 Cherokee Loredo, all op¬ 
tions, xint cond. 39K mi, $4K 
dn & TOP, no Quol or $16,400 
(2bvh86 5) PP 714-359-2^ 

••'90 CHEROKEE LAREDO,_ - 

red with beige interior, 4WD, '87 Pothfirder SE Sport Pwr 
ac. tm cass,^ 32k miles pxg, 5sp. snrf, towmg pkg, 
*^7^.(201^913} gp 525-4685 9^,3 $io,eOO obo (2xoy336) 

'90 Cherokee. 4 x 4 . 5-st^, 4 dr, pp rnust sell 489-9101 Iv msg 
ac. os. Pb, omfm. low mi, 
immaculate cond. $12,450 


TRUCKS 

8800-8899 


>9 Bug- red dual corbs. 
Porsche rims restored 
beoutifui' $2500 obo 


70 BUG- runs well, looks 
good! Reg momt, $i99Sobo 
^^bxDl PP Annie 310-432- 
$707 wkdys. Beirnont Shor e 
■H 73 bug. stereo cor 
cover chronxe wheels, tint 
windows. $2 300 pvt oortv 

alCSw7S3i. 7U 956-0256 _ 

66 BUG white 6V. 1000 mi or 
nu eng. looks & runs greet 
Must sell immed $2200 obo 
pp (KKE801' 768-’56’_ 


89 1 Ton Flatbed w roex V8 
outo os & Pb, 2 tanks, 'o mi 
like new must sen $6,450 
obo a3v4S 298'P P 828-0749 _ 

90 34 TON. 34K miiM Chey¬ 

enne cob 8 bed ot.ps, air 
LIKE NEW $10900080 
L 3567953' pp 64 ’ -0eS2 _ 

89 3500 1 ton 454 fully 'OOded 
mint cono! Very cieon truck- 
must see' $11,500 obo 
(3z20ei0'po Call davs 714- 

569-5163 eve 491-1465 _ 

84 Blazer sio. sport oiock 
xmt cond. 75 000 m. $4700 00 
i3oiu’i2' 552-3127 home 

2 63-1002 work _ 

83 El Comirio 305 V8 outo, ps, 
Pb. ow Pdi ’I't srer whi, a 
C. omfm coss 1 ownr Like 
n u$k>00pp(2f’627 1 982-2320 
79 El Comino SS'. V6. full owr 
Pb- PS. pwndws od> outo 
oc, omfm coss $2 59$ 

(3c44 24 0)pp 760-1615 _ 

'85 pickup, custom deluxe K). 
outo. oc. amfm ster coss. 
gar kept, looks & runs Hke 
new. Xi eng $4200 obo 


i^nqi543J _ W29^ __ 

87 Pothfinder SE Sport Pwr 
Pkg 5so snrt towmg pkg. 
togs 093 $10,600 obo (2xov336) 
pp must sell 489-9101 Iv msg 


** '31 FpRD 5 Window 

Coupe, original, all steel 
needs restored, cleor title. 
$2600 (kul462)PP 647-0163 ★ ♦ 
'67 Ford Fairlane XL Convt, 
390 engine, all power, new 
brks'tires, 166 k, good cond, 
$7700. (465ncm)pp 283-1038 


90 Pickop Ik nu olrm omfm 
stred amp! 10 spkrs. nu cstm 
whistrs tnt wndw. cst bd evr 
48k $6300 obo 4O52600 730-5304 


89 SIDEKICK. S speed, AC 
good cond $5000. Must sell 
NO reasonable offer refused 

tJP 714 362 5 505 


69 BUG • Yellow, runs ex¬ 
cellent, lust smogged new 
interior. $130dobo 

■ 1C6N139) pp 424-336 9 
67 BUS 

Origmol condition, mony 
extra ports $250C 
ilnhre72i pp 714 974 4^2 
6 71 Bus sunroof omfm COSS 
stereo, new engine runs 
good, super cieon. $2350 
126dOt,PP 714-968-0929 
*90? Cobr Boutioue wht wht 
wht, Ithr mt os ow oc, oirbog. 
olrm Mint end Pp $12,500 or 
ossume Ise (leduxSt) 627-0641 


99 PICKUP white, stick 
43K mi needs a little body 
work $4300. pp i3v248l6 

. _ 

89 P'Ckvp • AutomotiC 12 000 
Ofigino' mites new pomt 
iOb. $5950 pp .3U47442' 

1 . 558 -67 77, jo mes 

89 Pickup, deluxe 5spd. wht 
4lk miles PS omfm coss 
comper shell w corpet kit 
$6 200 obo 31 82097 Pq 249-8911 

06 Pick UP S0k mi 5 SPO om 
fm coss Camper corpe’ 
xit, xint cona $3950 Obo 
P p(2y9ml75 ', 664-0601. __ 

90 Pu 4SP oc. om tm coss. 
tint bedliner reor Dmpr $300 
Fey Toolbox gor a Veryshorp 
42K $5950 4bf’232 pp 524-5644 

'89 TOYOTA PiCKUP 

Wrckd outo 0 D $1750 080 
(3x53438 p_p 714-288J9K 
'8" Tovoto Wide base 112 w 
drawers. duoHy tires, white. 
4 spd. oc. 77k miles, good 


■ ■ 90 4 RUNNER 4DR. V6 
iooded - running bds. lu$i 
rock & hitch 2nd cor 
immoc’ Must sell' $17,200 
obo or ise for $44Smo 
aonmllmo pp 714-736-6727 ■ 

89 4 Runner, wht. 5 SPd, 28k mi 

xint end, hd cusf bump hitch 
oir, crs. tilt, roll bar $12,980 
W #^79966 liq- 43J^5^_ 

♦ 87 4-RUNNER 4 W D . PS 
Pb, o c om fm, sunroof, ex¬ 
cellent condition. $8.95( 

. (I JLF) PP 7 14635-7149_ 

86 4 Runner, ps. pb. oc. 5 
spd, white. Smitty oit chrm 
bumpers, xint cond $6900 
obo pp 669-1^3 (2DFDSOO) 

90 FOUR RUNNER, full 

power sunrf. sec svst . om 
fm coss Tow pkg $17 500 , pp 
2 TXW 310, 714-491-9012 _ 

89 Shortbed, 4x4, red. 34k mi 
3312 5 rodials, custom nms, 
roll bar, oiorm. stereo. Pb. 
PS $8500 Tetfeni.PP 714-997- 
2270 wk 898-4921 eves _ 

02 SR's Shortbed 4x4 Excel¬ 
lent cond in & out custom GT 
shell w corpet kit. Yomoho 
omfm stereo coss. very 
Cleon, oiwoys garaged $3495 

('SZ2e21JPP 714-252-6467 _ 

85 Turbo 4 x 4 . block, lumbo 
swamper tires GOOD 
COND’ $5500 i2n98542J PO 
Call 7i4-25e-830’ 


$0 DOWN • LEASE OR PURCHASE 

On Approval of Credit 

BEAT THE'93 PRICE INCREASE 

We Need Trades - See How The 0 II 0 
Master Plan Works For You 


•87 CABRIOLE’’ 

Ork blue. 5so. oc. omfm 
coss. olrm new tires, xint 
cond, runs greet $7300 obo 

achriite} pp 714-S73-0351 _ 

'67 Cabriolet, oc, os. outo- 
new tires, 07K mi, new om 
fmcoss & spkrs $6000 obo 

(ien»^) 714 -768-4676 _ 

'86 CABRIOLET 

Red bik, ac. 5 spd coss 
oiorm, cell Ph, 60K mi Sharp. 
$6395 pp (reggie) 582-9291 


■ ’4 PickuP With utility oed 
excei-ent condition, new en¬ 
gine $3000 i2w92457'do 
714-979-7247 


Cixriy's Orty (iHusiw Cadiiac DcjNei 


•03 SIO. 4SO. lo mi. custom win¬ 
dow om fm ccss 2nO ownr. 
yerv Cleon, funs great' 
$2600 obo ( 2 elS 40 S'po 288-902C 


5 SPO Fuller 


workmans shell fun imer 
”♦900 ml $’900 luscobklpp 

Con 714 831-0143 _ 

89S10 PICKUP 4 cyl, 5 spd. ac, 
stereo coss. shell 0 carpet 
kit. gooa cond 49 000 m! 
$4700 3 v 9SS32 pp 528-1789 
91 SCOTTSDALE 34 tqn 
V 8. ac ot longbeo 
beo'-ner $12.950obo dp 


4 uu. /'K. vuuu 

con a $ 5500 pp 692-'eOO 3i6^3 
09 Trucx- Deluxe 55Pd low 
m- 1 owner, omfm coss, 
new rims & tires bumper w 
tow Dkg, white w blue inter 
$4^ 5 obo (3v2 3001 00 857-8559 


'91 Corrodo high oertor- 
mance. loodea, o c, PS tilt o 

t, oiorm. snrf. puiiout stereo 
service contract-5 yr 60k mi, 
more extros' Under 4 000 
miles Asking $16 500obo 


21 To Choose From 

STARTING AT 


'87 Fox. 2 Door. 4speea, oc. 
omim stereo. exce"ent run- 
nine cono, $2500 obo 
(1MJC372’ pp 714644-2108 


4 WHEEL DRIVES 
8900-8970 


♦ ♦♦♦♦♦♦♦♦♦♦♦* 

06 Fox GL 4ar, ac amfm' 
coss, xint cond. U.6S0obo 

(2mot139)pp 493-40^ _ 

■91 Fox. now blue, 46.500 mi, 
6-sod, oc. xint cond, service 
records ovl. brkstires new. 
S4700 2nyn4n pp 716760-8000 
'90 FOX ONLY 19K MILES' 
AC. AM.FM COSS Puli out. 2 
door, red. like new, in mint 
cond 856-8093 ( 22xk466)PP 


rxii vx' 'Uii a.uy wurr. ju.VUV, 

3 yr. new ^oc eng ne worr. oil 
options, tow pkg, $11,950 

(3S27867) OP S4is5’7 _ 

86 SILVERADO DUALLY ‘ 
Crew Cob. dsl. fuiiv 'ooded 
hi mi Xipt copd’ $820(iobo. 
pp <3F0761 9i . 71492 4-3767 _ 
~ 77 SILVERADO iT >011 
pwer, oc. outo, 4 ^ eng. 
$2800 obo OP 3T752fe. 53'- 
0667 , 293-0932 e ves & w^ rKU_ 
'76 Silverado iT comper soe- 
ciol. duoi tnks, new eng 
trons. must see to oporeciote 


MISC. TRANSPORTATION 
8970-8999 


NO PAYMENTS UNTIL 1993 

89 Blazer, looded. tql or 
$10,710RolDh 645-088218473600 


(826627) 


’’or.-'? Pkg. too cond 45K 
miles on eng, immoc. $6200 
pp (lmw e 788) 71684 6- 8873 
'79 Blazer- 400 V8 eng, outo. o 
s, Rb. 0 c, cruz, nu tires, low 
rmies. removobie too $4250 
pp (lonx681) 7U671-0S09 
07 SIO Biozer 4x4. V6. Tohoe 
pkg, outo trons. oc, omfm 
coss w equal . owr wndwsdr 
locks, alum whis, new tires. 
70K mi $0750 obo ?KeH966 
pp 305-1553 or 661-0691 

84 s-10 Blazer. Tonoe pkg. 

oc. PS. Pb, Dw. cc. rbit V6 & 
AT nu tires & brks, $4^ 
20yvl9 S J irn 040 7959 

88 SIC. extendi cob looded, 
e'ec sunroof. White w Block 
50k mi, extended worr, 
$10,995 pp(3p7291S' .530.:ni2_ 
'81 Soburbon 4x4, 350 eng 
4spd. 2 tone blue good condi¬ 
tion 54450 obo (Iexf2d0, pp 


23 T-Bucket Chrm jog reor 
end, 350 Chevy mtr. tunnel 
rom. 90®-! complete oo$7000 
obo :r vehicle of equal value 


snrf. stereo, nu tires cltcn 
brks. well moint'd. oskmg 
^,995obO (beonnyZ)PP 
705-59W or 371-6569 Iv m sg 
'90 Jetto GL, 4dr, tint, 5spd, 
ac. Pioneer stereo, under XK 
mi, xint cond $9K obo 
(2ueg0l4)pp 651-0460,ottf 6om 
'87 JETTA GLI- Sspd. 56K mi. 
excellent cond in out. pull 
out JVC coss, AC, PS, Ob, 
tinted, sunrf, oiorm, 16000 


'91 Suburbon S'lverodo pkg, 
groyblk, I5k mi. iooded. 
worr, po $19,500 (rDs039 282 
6628 . 248-03^ eves wknps 
'84 Suburbon Silverodo 6.2 Itr 
diesel, 9 DOSS, duel oir. oil 
options, xint cond $6500 
nkcw748) pp 826-2005 _ 


NEW 1992 SEDAN DeVILLE 

27 To Choose From 

STARTING AT 


53 250 Cienet. white on white, 
15k miles. $28-500 PPiiS 
CoM 619-438-7080 ext 270 ask 

f or John Sonpers 6om-S _ 

*** 53'54 PACKARD 
CARIBBEAN. ONLY 44k mi, 
immoculote. $42,000 po loti) 


'90 Suburbon Silverodo 3 4 
Ton, 454 LOADED'3rd seat, 
recr oir, omfm cossette. CD 
with 10 disc Chonger 
MORE' .MUST SEE $21,500 

(2sdt800> PP 546-0613 _ 

91 :T Extro cob. mg bed. 
iooded. Boyds. 350. ronpon 
bumper, crimson red. $21,700 
obo 4144077 DP 018-961-6724 


i8 BuiCk Riviera 430. S''4er, 
block too & int bucket seats. 
76k orig mi,*ciean, runs weH 
’IMSiPP 310 596 5020 


07 Jetto GLI 4dr, red, oc, sun¬ 
roof Perfect condition, new 
tiresVakes, low miles. $6000 
obo (2dsr749ipp 714-551-1176 
'84 JETTA GL 
omfm, ac. low mi. outo, 
very clean cor. 4dr, $3595 
(krysmos) pp 7i4-651-l499 
'82 Jetto. 79k orig mi, ac, 
Enke rims, oil moint recs, 5 
SP, 2nd ownr, looks runs hke 
new $1800 pp^bl626 766-4885 
'84 Rabbit GT’’ Conv. mog 
whis, outo, PS, ac, super 
Cleon inoot, 74k mi, $490C 
(Kyr3267)pp 618 966-3646 
'84 Robbit, Wolfsburg Edit, 
sunroof, omfm coss, xint 
mpg, 4 spd, Cleon, reliobie. 
PO(chiCQT$2000obo 838-09 89 
'04 Rabbit Convert , 75K mi. 5 
spd, champogne color, xint 
cond $4500 (lshw466'P0 

714-969-0878 Oft 6pm _ 

84 RABBIT, Wolfsburg Edi¬ 
tion, at, oc. amfm coss, 
current reg. xint cond, $2250 
(1krx891) pp 379-1600 
'81 Robbit Diesel, 2 door, sun¬ 
roof, o c, runs great, needs 
interior work, $l,100obo 

PP(1dQk252; 751-6742 _ 

'81 RABBIT. CLEAN, 2dr, 
5spd, snrf, am fm coss, 
tuneup. brokes. runs xint 


'60 Codilloc Sedon de ViHe, 
white w block & white int. 4 
window, full pwr $2835 
(hig9 31) PP 31 0-434-2389 

-'55 Cod CDV 69,000. Originoi 

ton pickup, heow duty miles Stored since i974 
igs. .Mde nms. $2.691 obo Runs very good $6000 obo PP 

•“ - "" <JWHSOei 960-5819 _ 

54 Codiiioc 62, 4 dr sedan, 
orig, complete, not running, 
needs restorotion Asking 
$1125 pp (iep170) 535-17 66 
'40 Codilloc 60S classic 
4 dr, burg, xint cond. $16k 
will trode for newer cor. 2nd 
TD or ? (5re772) PP 739-4245 

'56 CHEVY CONVERTIBLE 

excellent cond, runs greet 
$20^000_ivd^5_pp 714 997-3^ 
''69'CHEVY'CAMARb SS ' 
350 Turbo Trons, com¬ 
pletely rebuilt, pp $5500 

(xkv786) 714-363-9604 _ 

'68 Chevy Coprice 2 dr. sharp 
looking, ps ob, oc, vinyl too. no 
Side colums btwn windows. 
$2250 {vtm022) pp 310 830-5577 
■66 CHEVY CLASSIC 4dr, 284, 
V6, outo, p s. p b, 13,000 
actual miles, orig owner 
$5,900 pp 650-6375 rSLW6e4j 
■61 CHEVY IMPALA, 2 own¬ 
ers only. New point & motor, 
90®'. restored $2500 obo 
(1JVA492)PD. Coll 714545-1998 
V8, outo, 4x4, o c. xint cond ^ q,. a,- , h T"?;! 

^ *^5; O'*]','' ar.^hj, 

■'91 Explorer XLT 4x4. 5 sckI, puolity. oriainol. t29,5O0 obo 
..TT”' (icxjasippT u6; 2-8069 

(2fea642)pp Doys 714-550' —Xsrinn 

j255,evemna5Ji9.-?’i:5W- •‘^le^etJloVer,’ n^'or^no" 

'90 RANGER XLT, 5:SOd, 0 c, condition, runs good. $3300 
I om fm coss. low miles, red, obo (4b38)pp 310-429-5823 

' ^'irViMPonr^SJ '39 CHEVY SEDAN "dELIV- 

_obo (GUNEROC)pp 733-9245 gpy, V8, 4 sP. red, great 
'86 Ranger XLT, 4x4, V6 5spd. cond, $10,300 ofr or trode PP 
mogs, 0 c, os. p b, 2 tone ol4 95. 714-556 - 0108 _ 

'61 CHRYSLE'R IMPERIAL 
Shell, $5500 (3e70967) 668-0549 CONVERTIBLE HARD 
''05RANGER4X4, V6.6 liftkit, TOP, good cond, $7000 PD 
I Enke rims, new tires. Steal if (imp4) 310-669-9909_ 


(272081) 

All available factory rebates applied 


V 76 i Ton plus utility bed, 
outo. good condition' $195C 
obo (lC4l654)0p 714-493-0311 


■ 34 Rompoge, outo. good 
running condition, excellent 
body & tires, $1500 obo 
(2pW503ipp 714-530-8834 
'77 STEPSiDE P U. new eng 
trons, suspens. New int. Tow 
pkg. Xint cond! Many xtros! 
$2700 obo (1fl8406} 832-7066 op 


73 3 4 ton empr pkg 4x4, too 
mony extros to list Ne^d 
cosh! Best offer over $300C. 
pp^864Cr for^e’oijs 3_40-3b63 


30 To Choose From 

STARTING AT 


'85 Ford 4X4 250 XLT Lonot- 
6 9L diesel, fully equipt, shell, 
crot kit, 130K mi. $870aobo pp 


crpT xii, ijurs rni. »o/ivuu<m mi- 

(2 m79977) eve-wknd 681-3200 

'89 BRONCO XLT white, blue 
interior, aluminum wheels, 
xint cond, $11,500 
'3oek966/PO Call Doy 714- 

39T9S9S FvPK 7U-494ri310_ 

89 Bronco XLT iooded, cstm 
whis, grill guord, 60K mi, ext 
worr UP to 100,000 mi, $13,200 
ob o (2nuvS36)PP 714-9 9 7-7215 
'84 Bronco XLT- V8, outo, fuM 
pwr, cruise, tilt, om fm coss, 
cstm whis 0 tires, $7000 obo 
(4hfsply)pp _71 4-786-1279 


■■ 76 Courier-NEW TiresHI 
& Brokes * Excellent work 
truck Pp (lh61220) 
■■$1600 . 7l4-744-8C96^^ 


V8. outo, orig Pomt body $2550 
obo (2S02613: PO Coll 633-1074 


(607505) 


'85 F-150, owner will finance, 6 
cyl, outomotic, Oir end, P S, 
8ik miles, with shell, $5,950 
Jim (2s 22233;pp. 7U832-4741 
**'83 Fl», V8, a'T, PS. Pb, oc. 
lo-mi, 0' bed, economy w 
power, nice trk. dp $3500 

(PbU91> 538-4326 __ 1 

'91 F150 xlT Lonet Shortbed, I 
moroon & chorcooi, 302 V8, 
looded. 5K mi, immocualte, 
$14,000 r4kQS19ejpp 544-1101 
'08 F150 XLT Loriot, 302 V8. 
outo, oir, 8 ft bed, tow pkg, 1 
owner, wett-mointoined 
$7250 PP <uld2^5j 547-2305 
'72 F250, 2nd owner, 7Qk orig 
miles, xint int & bod/, new 
tires bottery's'xtrovfm coss 
$2160obO (5665CR) PP 963-4073 
'67 F250, 25k on rbit 390, new 
Drakes, omfm coss, fully! 
end util bed, runs great! I 
$2000 ^/23623, pp. 557-5741 I 
‘89 F-250. 460, OUto, a C. PS, 27k 
mi, pdsk brks, stereo, xtnd 
wrrnty Xint Cond! $11,500 
(3T53(56Q jpp 810 966-3343 
l*i 72 F2M ■♦■ 
Camper special. runs 
greet, needs point $2500 
o bo pp JU247K 538-6815 
Ml '89 F250 P 0 ■■■ 

V8. outo, air, tilt, cru'se, 
high miles $5130 PP 

(3R 09545 j 647- 6060_ 

'77 Ford F350 Duolly Crew 
cab, enci wolk In horbor, tool 
box body, runs perfect, $1850 
(4L6413 4/ pp 7U723-5 703 

'76 RANCHERO 

Runs good $2CKX),obo 

(3hl50l4i pp 714-761-957 8_ 

• ♦ ‘91 RANGER, white * 

4 cyl, $5500 ( 4J1244) PP 
Days 630-4711 ask for Mike 
Eves 970-7615 eves 


'01 Robbit conv, wht w wht 
Ithr int, at, ac. Clifford 
olrm, stereo, looks runs grt' 
$320aot» pp 26^2807 2cyk54l 
*♦ '61 RAGTOP ** 
Good originoi condition. 
$1300 firm, po (2HAT142) 


All selling prices include rebates 


FREE CADILLAC RENTAL CAR 


with 4A/y CADILLAC WARRANTY WORK 

When your Cadillac required factory authorized warranty work, our GOLD KEY COURTESY TRANSPORTATION will provide you with a FREE courtesy car for up to 5 
days Ask your service advisor for complete details PLEASE CALL AHEAD TO RESERVE YOUR CAR. 


496-8290 


'79 Scirocco, new alt i 
storter brakes, amtm coss, 
dork blue, smogged, $300 obo i 

(bom1847PP 716^1-37 47_i 

'70 Squorebock, 2nd owner,! 
f>ew too end, injectors, tires, j 
orig luggoge rock, grt shape, j 
pp $1795 (xwy339; W6-5114 
'79 Suoerbeetie Cobrioiet, 65K 
miles, white white $7600. oo i 
2abk/53, 714.785-9687 


INTEREST IN A BEAUTIFUL USED CADILLAC? RENICK IS THE LARGEST SELLER UF 
PREVIOUSLY OWNED CADILLACS AND HAS BEEN SINCE 1989, WITH ALMOST 2000 SALES 

WHY? 

Selection, 

Quality, Price 
HERE’S PROOF! 


'73 SUPER beetle, gold 
point, chrm whis, runs good 
Must Sell! JlSOOobo 
(2BTE348) pp 7US33 -63S9 _ 
'73 Super Beetle, white, new 
point/bottery.'tires, just tuned, 
xint cond. IncI tow bor. $2500 
obo ldgs033,pp 3^-6458 

~ '71 SUPER "BEETLE 

$1100. Rebit eng. 

(Ipik564)pp. 531-4421 
'71 Superbeetle Convertible, 
new tires-whis, completely 
r^one irvout, xint cond, 
$7500 2uwb817pp wrk 489-9 351 
'73 Thing Runs Greot-rebit eng 
Big alf-terroin tires, roll bor, 
pvo St Mony xtros #2dxm704 
$3450/ObO pp 818-355 2909 
** '86 VANAGAN GL ** 

7 posgr von, wht, air, p s, oil 
records, 62k mi, xint $6600 
pp (lStg590; 724-0313 _ 


’90 CADILLAC 
SEDAN DEVILLE 


88 CADILLAC 
FLEETWOOD 


Loaded with luxuries Must see! 
(316435) 


Extra clean, loaded with luxuries. 
(340061) 


’92 CADILLAC 
SEDAN DEVILLE 


’91 CADILLAC 
SEDAN DEVILLE 


92 CADILLAC 
BROUGHAM 


'84 Vanogon, o/c. 4 speed, 7 
passenger, very clean m & 
out, greet runningcond $4500 
(llk^l pp. 5S7-V41 


'88 RANGER, orig ownr, 80k 
mi, new portvtires, groy/red 
int, d! tnks, omfm. Cleon! 
$5800 (3L54218}pp 362-8918 


'83 Vonogon runs grt, air, Sony 
ster, 25 k mi on trons & citch, 
nu l^ks & cot. convrtr, rnst 
fWO PP po to gon 8 46 4898 

'82 Vanogon Camper Pop Too, 
blue, sleeps 4, stove, refng, 
sink, good cond, orig owner, 
pp (ifyk193j 545-6472 

‘82 Vonogon deluxe, nice cond, 
4 spd, stereo, new tires-muf- 
tier. SuOeVobo (lfne383) pp 
D oys 494 -7833. eves 494-7001 


All the luxuries for less! 
Cadillac Rental Car (222311) 


Loaded with luxuries. 
Cadillac Rental Car. (266785) 


Fully loaded, less than 12K miles. 
Cadillac Rental Car. (703147) 


•• 85 3500, auto, v8, 12' re- 
frigerotor body, with elec¬ 
tric stondby, $9950 ( 2r7650/pp 


'85 TROOPER Run; 
Looks great $35()0 ( 
(IMVHTO- Days Al 


* '84 ISUZU PICKUP with 
pipe rock & 2 boxes, rebuilt 
engine, $2250 (2HB1607) pp 

Coll 714.579-0108 _ 

'90 Spoce Cob, 30,000 miles, 
sttil worrontieo, looded, 
Wolfsburg comper shell w'carpet kit, 
ollov wheels, tinted glass, a 
c, suspension kit, front brush 
guord w KC lights $9850 pp 

(4645691) 273- 1470 _ 

'87 Stakebed w^liftgate, white 
cab-'block bed, good cond. 
$6875 Pp (3m33328; 27 9-9830 
'89 TROOPER LS, 4x4, 5 sPd, 4 
cyl, oir, p/w, & locks, om/fm 
cass. new tires, $1(^500 
(2PXK495) PP 714,680-4352 


'92 Cherokee Ltd- ABS, tow 
pkg, skid plates, frock lock, 
(thr, loaded! Asking 125,000 
0b0._(2xl_k154)pp 714-6fk)-4035 
'90 Cherokee Laredo, all op¬ 
tions, xint cond, 39K mi, $4K 
dn & TOP, no quol. or^6,400 


RENICK CADILLAC 


1100 S. EUCLID, FULLERTON 
(714) 871-9300 • (213) 694-2121 


•• '90 CHEROKEE LAREDO, 
red with beige interior, 4WD, 
q/c, fm coss, 32k miles. 
V f Z50i2ujK913j jij). 5i5-.M5 
'90 Cherokee, 4x4, S-sixJ, 4 dr, 
Q/c, PS, Pb, om'fm, low mi, 
immaculate cond $12,45C 
22uin367)pp 714^37-8020 


'69141,4 door, 4 cylinder, blue. 
Looks 15 yeors newer! 
RUNS GOOD! $850 
(2yit263) PP 040-3061 
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September 3,1992 North County Auto Section 




CORNER OF LA HABRA AVE. AND HARBOR BOULEVARD 


WEIL BEAT ANY DEAL 


WE MUST SELL 100 CARS THIS WEEKEND 


WETL BEAT ANY DEAL 


WEXL BEAT ANY DEAL 


WE'LL BEAT ANY DEAL 


WE'LL BEAT ANY DEAL 


'93 FOX 


Wolfsburg Edition 


(002320) 


’85 VOLKSWAGEN 
JETTA 

Auto., air. PS. PW. sur^roof. 
cass (Af720466) 

S4995 


’84 VWGTI 

Air. AM'FMcass.. sunroof. wt>eefs 
(0061696) 

*2995 


’88 HYUNDAI 

Auto., or, PS. suryoof 
(0368511) 

*3995 


’85H0NDA 

ACCORD 

Auto . PS. PB. air. cruise. PW. 
cass. (0049692) 

*4995 


•89 PONTIAC 
LEMANSSE 

PS. like new. (0337048) 

*4995 


’89 NISSAN 
SENTRA 

Extra dean, must seel 
(0531407) 

*4995 


’86 NISSAN 
SENTRA 

AuH>. cass. very dean 
(0662281) 

*2995 


’89 FORD 
ESCORT 


Auto.. PS. art. cruise. P’W. PL 


(0153380) 

*4995 


’89 FORD 
TEMPO GL 

Auto.. PS. air. PW. PL. fliff, crmse. 
cass. (0163636) 

*5495 


•87HYUNDAI 

EXCEL 


Auto . air. cust wheels 


(0142321) 

*2995 


’85BMW528E 

Auto., air. loaded, inminlcond. 
(058757) 

*7995 


’89P0NTAIC 

GRANPRIXSE 

V6. auto., air, PS. leather, 
loaded. (0201203) 

*7995 


’89GMCS-15 

Sierra, extradean 
(0515697) 

*5995 


’89 CELEBRITY 

Auto. PS. air. cruise. PW. PL 
(0102588) 

*5995 


’89 DODGE 
SHADOW 

Auto.. PS. air, PW. NL cruse, wheels 
(0704717) 

*5995 


’88 CHRYSLER 
5THAVE. 

Extradeao. loaded (0151464) 

*5995 


’88 VW 
CABRIOLET 

PS. ak. wheels, lowmkes (0022060) 

*9995 


’91 FORD 
PROBELX 

V6. loaded, only 10K. lowmies 
(0133916) 

* 10,995 


’90 VW 
CORRAQO 

Black. Hkenew. (0003138) 

* 11,995 


’91 FORD 
ESCORT 

Auto. kfwmdes. hkenew 
(0131174) 

*5495 


r VW COUPON ONLY K 

! LUBE, OIL & FILTER SPECIAL j 


I • Lubricate Chassis 
I • Change Engine Oil 
J • Replace Oil Filter 
I • Air All Tires 
I • Check Belts & Hoses 
s i • Check & Fill Fluids 


$ 1)195 

|■t S 


Present this coupon 
when order is written. 
Offer'expires 8 -31-92. 
This includes parts and 
labor. 


MELTEBEKE’S 
SUMMER SERVICE 

SPECIALS 


Expires 9/6/92 


COUPON ONLY 


! AIR CONDITIONING RECHARGE 


j • Evacuate System » 

I • Charge System O 

I • Check for Leaks A 

I '* • We Recycle 

• Normal Price $69.95 
I • Includes 2 lbs. of Freon 


m 


Present this coupon when 
order is written. Offer 
expires 8-31-92. This 
includes parts and labor. 


(097091) 


48 (a $197.82 -r tax $751.15 
Drive Off $5859.60 Resiudual. 
$9495.36 Total o( Payments 

^3,599 OP 


48 @ $159.98 -h tax $623.38 
Drive Off $1000 CAP REDUCTION 
$5033.85 Residual. 

$8274.24 Total of payments 


WE'LL BEAT ANY DEAL 


48 «i $169.35 t lax. 48 month 
closed end lease on approved credit 
$655.32 Drive off. $8128.80 Total of 
Payments $4540.70 Residual. 

11,799 « 




DOORS 
OPEN 
9:00 AM 
SHARP! 


LAMBERT RD 


SICOBB 

luu MO. 


'92 JETTA GL 

(056897) 


48(11'$194.81 + tax. 48 month 
closed end lease on approved credit. 
$10(X) cap reduction ^58.41 
Drive off. $9350.88 Total of 
Payments. $7847.70 Residual. 

^5f995 OP 


WE FINANCE 

ANYONE!!! 


EVERYTHING 
MUST GUI 


• First Time Buyers • Bankruptcy • Credit Problems OK 


MELTEBEKE VOLKSWAGEN 

mi, 879-5200 «, 965-5611,™, 694-1091 


Monday thru Saturday 
8:30-9 PM 

Sunday 10:00 AM-8:00 PM 


725(7 f. LA HABRA BL VD. 

CORNER OF HARBOR & LA HABRA BL VD. 9 MINUTES FROM DISNEYLAND 

On approved credit. All cars subject to prior sale -t- tax, lie. docysntog fees. All financing subject to approved credit. AD EXPIRES CLOSE OF BUSINESS, SUNDAY 9 6 92 




|(X)3386) 





































































; 'Censucso' expeheno»enaf vary 

CK rrcctels. ^da^ad^criirT^Viufacturer^ necommenctecl maintens 
. ?*l?dLides ftjA flii^and routine wearouts. 

fljfecently the new Oldsmobile* Achieva"* went 100,000 
.miles against thie Honda Accord and Toyota Camry in a 
reaHworid test. The inctependent test results proved 
"H:ie Achieva outperformed the Accord and Camry in 

V.-'H 

cost, which indudes maintenance, repair and op)er- 
: costs. Surprised? We weren't. Just look at what 

- jpea into every Achieva. Or better yet. come see us for 
ifeiest drive today. 

NOW HARRIS HAS THREE WAYS TO ENJOY 
AGHIEVA'S GREAT VALUE OVER THE LONG RUN. 


3 . 90/0 

APR 

GMAC 

FINANCING 


OR 


S 2500 


HARRIS’ NEW SMART BUY 

48®®179®®-. 

0#f*U4290948nios atSl79 59fC tv 4 9Sannu« percentage rate on apaovBdcrodR $32SOonpymt or trade due trom customer at contract end pay $250 
^aposAon tee and neum car. or payoff EMdoon note or reAnancebatoon note amt with GMAC at same annual percentage rate 


’92 VANDURA FAMILY WGN CONVERSION 

5.7 VS, auto., dual air, cass., color tv/vcr, sofa/bed, 4 capt. chairs, cust. paint, roof rack & ladder. 

(741200/512326). 


■92 SIERRA VaT SLX 

4.3 V6, air, tilt, cruise, case., 5600 GVW 


(740510/.520092) 


Harris’ New 
Smart Buy 
48@®209o°m. 

I.D. 740610/520092 48 mos. at $209.83 inc. tax. 3.9 
annual parcantaga rata on approvad cradit. $1500 
down $6175.68 onpynut., or trada due trom customer at 
contract and. Pay $^ dtopositlon fee and return cafa. 
or pa^ balloon note or refinance balloon note amt. 
wHn QMAC at same anual percentage rate T.O.P. 
$10,071.84. 


$8000 

Discount from 
Manuf. sugg. retail price 
(one only) 


’87GMC 

C1S00 


V8.auto.,air,PS,PB, 
CC,AM/FM stereo, 
tHLexc.cond. 
(700680/513090) 


4cyl.,5spd.,auto., 
PS, PB, AM FM 
stereo cass , cstm. 

tires, lo miles. 
(700670/0152144) 


’91GMC 

S15 


’91 CHEVY 
C1500 


’91 

CHEVY 


JIMMY SILVERADO ASTRO 

V6,auto..air,PS,PB, VB.mauto .PW.PDL, I T HAM 

CC.AM/FM stereo CC.AM/FMstereo L. I ■ YAll 
cass., cstm. wills., cass., lilt. cstm. fires, ... . 

1 owner. lo miles, like new, 

1(741661/8606847) camper shell. CC, AM/FM stereo 

(700690/125712) 

warranty. (700840) 


\/8.mauto.,PW, PDL, 
CC.AM/FM stereo 
cass.. lilt. cstm. fires, 
lo miles, like new. 

camper shell. 
(700690/125712) 


l/WFORD 
S KCORT 
COUPE 


WLA/C.CMBBffB, 
lA onMMaiet.~i*tieele, 


’89 ’91 OLDS ’91BUICK 

PONTIAC SUPREME LE SABRE 

CIDCDIDD OC^AM Loaded V6. power door 

rinuDinU dCUArl locks, power windows, air 


V6, auto., air, PS, PB, PW, 
PDL, CC. AM, FM stereo 
cass., custom wheels, 1 
owner. (741071.260992) 


V6, auto, air, PS, P8.PW, 
POL, CC.AM/FM stereo 
case., tWt, warranty, xlnt 
cood. (700550/378381) 


Loaded V6, power door 
locks, power windows, air, 
tilt, cruise, auto., split power 
seat, leather Int., anti lock 
brakes, low miles 20,000. 
Stk. #713151 
Vin. #484510. 


(Photo tor illustration piMpoaet onty) 


HARMS 

OLDSMOBILE 

13617 E. Whittier Blvd. in Whittier 

310- 698-6281 


E HABLA ESPANOL e ALL CARS SUBJECT TO PRIOR 
ALL PRICES PLUS TAX. UCENSE & DOC FEES. AO EXPIRES 9-11-92 


HARMS 

GMC TRUCK 

13617 E. WHITTIER BLVD., WHITTIER 

(310) 696-6619 • (310) 698-6281 

ALL TRUCKS SUB.JECT TO PRIOR SALE PRICES PLUS TAX, LIC f4 DOC FEES AD EXPIRES 48 HOURS AFTER 
PUB SPECIAL FINANCING OFFERED IN LIEU OF FACTORY REBATES 


’92S-15JIMMYSLE 

4DOOR2-WD 

4.3 V6, auto., air, titt, dfuise, PWL, cass., tow pkg., deluxe interior, 20 gal. tank, roof rack, value 
pkg. 4, hi-back buckets, engine oil cooler, alum, whis., elec, instr. (740310/2511866) 


MSRP.$20,492 

FACTORY REBATE. $2000 

HARRIS DISCOUNT.$2036 

YOUR NET PRICE 

M 6,456 


North County Auto Section September 3.1992 


QUALITY 

REDEFINED: 

0LDSM08ILE ACHIEVA 
OUTPERFORMS ACCORD AND CAMRY 
IN 100,000-MILE REAL-WORLD TEST. 


HARMS 

GMC TRUCKS 

mim smuL OFmnEncESiuce m 




’92 SONOMA 

EZ 1,4 cyU 5 spd„ front bench seat, 

4200 lb. QVW wideside body, 

373 reeiuxlfr, rear step-bumper. 
(741710^526622) 


Harris’ New 
Smart Buy 
48(®*182®»m. 

I.D. 741710e62e622 48 moa. at $182.46 inc. tn. 7.9 
annual parcantaga rata on approved credK. $1,000 
down, $2360.50 on pymt.. or trada due from cuttomer 
al comracl and. Pay $250 diapoalllon lea and ratum 
cab, or payoff balloon noia or raflnanca baHoon noM 
amt. wWt QMAC at aame annual percentaga rata 
TOP. $8,758.08. 
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Zone 


Rml Es t ateRE S QURCE 


Anaheim • Anaheim Hills • Brea • Fullerton • La Habra • Orance • Placentia • Yorba Linda 


777-6600 


Station Shopping Plaza 
18250 Imperial Hwy., 
Yorba Linda 


STATION 


YORBA STATION 


HOME OF THE WEEK 


Presented by Century 21 -Chuck Steven; 


In the market for “A Grand Estate’’? something to eat? The kitchen comes with 
Then you need look no further than this a seperate breakfast area, which over¬ 
entertainment and recreation haven. A looks the grounds, and the formal dining 
lighted tennis court and pool and spa, plus area is great for guests. The master .suite 
room for RV are only some of the ameni- enjoys a terrace with a luxurious bath and 
ties included for the sports enthusiast. marble tub. 

The home has french doors and win¬ 
dows and leaded glass doors. The spa¬ 
cious garage has room for six cars, and 
there is room for 20 more along the estate. 

This special home is being offered for 
$1,1.S(),0()() and is presented by k^ileen 
Greene of Century 21-Chuck Stevens. 
Please call Eileen at 879-7076 or (310)697- 
174.S for more information. 


This spacious single level estate set on 
l'/4 acres gives plenty of room for just 
about anything. The 4 bedr(K)m and .3 bath 
house has room for family and guests. 
The custom brick fireplace set in the fam¬ 
ily r(K)m is great for cold nights. The 
wood-accented library is perfect for just 
spending time alone. In the mood for 


MOVE IN READY!! 

Seller will pay buy down of 
loan interest. 3 BR., 1% BA., 
upgrades, new roof, central 
air. Lots of room for expan- 
sion. $209,500. Call 
777-6600. 


SHOW & SELL! 

4 BR., iy4 BA., beautifully dec¬ 
orated & maintained. One BR 
down, remodeled kitchen 
$245,000. Call 777-6600. 


MOVE RIGHT IN! 

3 BR., lyi -I- Vi baths, end of 
cul-de-sac. Freshly painted. 
Walk to all schools. Commun¬ 
ity pool/spa, low assoc, dues. 
$273,000. Call 777-6600. 


CUSTOM HOME 

4 BR., 2'/2 BA., 2,800 sq. ft., 
fam. rm., formal din. rm., fam. 
kit. w/lg. eating area. 2 RV 
parking, 3 car garage. 
$325,000. Call 777-6600. 

LARGE 

LOT 

3 BR., iy4 BA., lots of ceramic 
tile, new paint. New ap¬ 
pliances. Oversized two car 
garage. New roof. $229,000. 
Call 777-6600. 

NICE SUMMERFIELD 
HOME 

4 BR., iy4 BA., new tub en¬ 
closure, liv. rm./fireplace. Roll¬ 
up garage door, cement RV 
pad. Unemployment in¬ 
surance included. $249,900. 
Call 777-6600. 


VIEW!! 

3 BR., 2 BA., popular single 
story, formal dining plus nook, 
gourmet kit., neutral decor. 
Prime lot! Best price in tract. 
$287,000. Call 777-6600. 

FOR SALE/LEASE 
OPTION! 

4 BR., 2Vi BA., lite & bright, 
French doors. Beautiful 
Mexican paver tile floor down¬ 
stairs. Enel, patio, upstairs 
deck. Nice view. $274,900. 
Call 777-6600. 

S&S VILLAGE 
ESTATES 

4 BR., 2y4 BA., bonus room/ 
wet bar, Ig. kitchen w/island & 
BBQ. Fenced pool/spa, 
covered patio, Ig. RV access. 
$319,000. Call 777-6600. 


WOODGATES 

CONDO 

3 BR., 1.75 BA., unique no 
common walls. Just painted, 
new kitchen floor. Handball 
court, tennis and pool. 
$164,900. Call 777-6600. 


END GATED 
UNIT 

3 BR., 2V2 BA., 1,800 sq. ft., 
kit. eating nook, upgraded car¬ 
pet. Two covered patios. El 
Dorado School District. 
$219,900. Call 777-6600. 


SELLER 

TRANSFERRED 

1 BA., 1 BR. condo, tile floors, 
extra Ig. lower unit. Two single 
enclosed garages. $113,000. 
Call 777-6600. 


QUIET AND 
PRIVATE 

Seller very motivated. 2 BR., 
iy4 BA., patio off living room 
with separate laundry room. 
Close to everything. 
$132,000. Call 777-6600. 


SUBMIT ALL 
OFFERS! 

3 BR., 2'/2 BA., formal din. rm., 
immaculate condition, bright & 
spacious. Prime location in 
Yorba Linda Knolls. $179,900. 
Call 777-6600. 


HIGHLY 

MOTIVATED 

4 BR., iy4 BA., freshly painted 
in & out. Good location, great 
schools, bring all offers. 
$239,000. Call 777-6600. 


\ 




















C2 North County Real Estate Resource S*ptwtibef 3,1992 


New England suffering like O.C. 


I have just returned from a vacation in 
New England where I spent some time 
looking at real estate in New Hampshire 
and Vermont. I am glad to be back. 

New England's summer lifestyle is one 
I and my family envy, with flowing riv¬ 
ers, mountains covered with green trees 
and Sunday concerts on every village 
green. 

But our Southern California economy — 
and our real estate market — are in much 
better shape. 

This surprised me. As bad as recent 
news has been for local home sellers, I 
fully expected it couldn’t be worse any¬ 
where else. Until 1 spent a morning look¬ 
ing at New England real estate. 

There are a number of great buys, to be 
sure. It is possible to buy a newer three 
bedroom home m the country, on 10 to 20 
acres, for as little as $110,000. 

I found an ideal four bedroom home, 
with a 1,000 square foot basement, on one- 
half acre in a planned community, for 
only $160,000. The same home would sell 
here for about $400,000 — if you could find 
it. 

And yet New England homes aren't 
selling. In fact, they are selling at a much 
slower pace than they are in Southern 
California. Orange County’s current l.S 



Patrick Yeung’S 

PROPERTY LINES 


month supply of unsold homes looks very 
healthy next to Vermont’s 22 month sup¬ 
ply. 

Homes aren’t selling m New England 
for many of the .same reasons Orange 
County homes aren’t selling. There are 
local plant closures and fewer transfers 
into the area. The shaky economy has 
resulted in record low consumer confi¬ 
dence. 

So why do I compare our local real es¬ 
tate market favorably to that of New En¬ 
gland's? The answer is equity. Most local 


home sellers have some equity, most in 
New England do not. 

If a local seller purchased his or her 
home five years ago (the average length 
of ownership) he or she will have enough 
profit to cover the costs of sale and to 
make a down payment on another home. 

If a New England home seller pur- 
cha.sed his or her home five years ago, he 
or she will be lucky to break even after the 
cost of sale. If the purchase was within the 
last three or four years, the seller may not 
even be able to sell the home for what is 
owed on it. 

The result is that many of today’s New 
England home sellers consider them¬ 
selves lucky to sell their home at a l.S to 
20-percent loss. It was very strange to 
hear a New Hampshire real estate broker 
talk about a seller funding to close a 
transaction. 

This dilemma makes it difficult for the 
average New England .seller to offer any 
financing assistance, which further com¬ 
pounds their ability to sell their home. 
Seller financing is available with only the 
oldest properties, most of which have 
been in the same family for years and 
have had their mortgage retired long ago. 

As a result of my trip, 1 have a new 
perspective on our real estate market. 


And although it may be years before we 
again see periods of spiraling prices and a 
lack of inventory — if ever, 1 have a new 
respect for the fact that we saw these 
influences at all. 

It is these influences that have created 
the basic strength and structure of our 
local real estate market. Today, in South¬ 
ern California, it is po.ssible for motivated 
sellers to price their homes realistically 
enough in order to result in a sale. 

New Hampshire and Vermont home 
.sellers would like nothing more than to be 
able to reduce their prices, too. But they 
can’t afford to. Not because they won’t 
have enough to buy another home, but 
because they won’t have enough to pay 
the bank. 

Local sellers may be selling for less 
than they might have two or three years 
ago, but at least it is the buyer who will 
fund the closing. 

Patrick Veling is a North Orauf’e Coun¬ 
ty Real Estate Broker, market analyst 
and manaftement consultant to real es¬ 
tate firms. He is a regular weekly contrib¬ 
utor to the Beal Estate Resource. You 
may address correspondence to him or 
subscribe to his free monthly newsletter 
at our business office. 




STATE OF THE ART KITCHEN 
Charmlna ilngl« tt ocy honw ki «» c ill» m nMglibortwod of Anahofm, contMIng of 
iwaily 1 MW oq. It and on opon, ally dooign. light BartMf carpoU graco tlw lirtortor 
w/vauNad c ading a and caramic Wa. Fantaatlc, r am odalad kM. af/K^ oak caMnaU 
and lop quaMy appdancaa, + a lam. rm. ti/a aoM to aiaM. buHt-ki antaftaimnant 
oamar. $239,900. Plaaaa caN 974-7000. 


974-7000 


5701-P.E. Santa Ana Canyon Rd., Anaheim Hills 


4 BR BROADMOOR HOME 

Attractlv, sk>gl« story horns situsisd on s quM cuHSs>ssc wtthin wslkif>g dis- 
tartos to Trsvis Rsrtch School in Yorbs Linds. Gracious formal arsas and spacious 
fam. rm. whi^ adfoirts ths opsn A airy kit Lgs. mastsr suits. KSssI misst irHaw 
quartors. Lrg. lot and 3-car gar. Gloss to parks A shopping. BRING OFFERS - 
LEAVING STATE! $292,000. PIssss caN 974-7000. 


PERFECT FAMILY ENVIRONMENT 

Spsctacular park-Nks yard on 1/2 aers of bsauttfuliy landscapsd grourtos In Villa 
Park. SIrigIs story horns w/Msditsrransan styls, 4 BRs, 2.5 baths, cathsdral 
csillf>gs, H^t and bright. 2 cov. patios, hugs lawn, and sparklirtg pool. Walk to all 
schools. $497,000. PIsass caN 974-7000. 


WANDA ALLEY 
764-3447 


LESSLIE QIACOBBI 
764-3474 


COUNTRY LIVING WITH TENNIS COURT 

Ssmi-custom horns on a la^ lot Kol pond, gaisbo atxi a largs mastsr bsdroom 
walk to sismsnt a fy schools, grsst arsa of nswsr homss In Yortoa Linda. $650,000 
PIsass caU 974-7000. 


570-0042 
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Parties put real estate 
issues onto platforms 


Placing real estate issues high 
on the domestic agenda was the top 
priority for the National Associa¬ 
tion of Realtors during the recent 
Republican and Democratic na¬ 
tional conventions. 

NAR president Dorcas T. Hel- 
fant spoke with various media rep¬ 
resentatives at both conventions, 
underscoring the important link 
between real estate and the nation¬ 
al economy. “Our nation’s econo¬ 
my is only as strong as its real 
estate industry. Federal legisla¬ 
tion to increase home ownership 
opportunities to broaden real es¬ 
tate investments would give the in¬ 
dustry a boost. And, any boost for 
real estate is a boost for the econo¬ 
my,” she said. 

NAR’s representation at both 
conventions was one of the largest 
of any trade organization. More 
than 100 realtor delegates attended 
the Republican National Conven¬ 
tion and nearly UK) attended the 
Democratic National Convention. 

Although the current environ¬ 
ment of low mortgage rates has 
kept the housing industry stable, 
Helfant, a realtor from Virginia 
Beach, Va., noted that some pro¬ 
spective buyers still remain unable 
to buy; and, she pointed out that 
favorable financing has failed to 
shore up the ailing commercial 
real estate industry. “Low rates 
aren't a cure-all," she said. 

NAR submitted recommenda¬ 
tions to the Republican and Demo¬ 
cratic parties earlier this year. 
The association's statement says, 
“One of our highest national policy 
priorities must be to increase 
home ownership and both public 
and private investment in real es¬ 
tate. This should encompass the 
entire housing ladder, from the 
homeless to the first-time home 


buyer, as well as investors and 
owners of commercial and residen¬ 
tial property. Within this overall 
goal, we believe it is most impor¬ 
tant for the federal government to 
make it easier for families to buy 
their first home, to change tax poli¬ 
cies that have discouraged private 
investment in housing and real es¬ 
tate, and to strengthen our nation’s 
financial system.” 

Both the Republican and Demo¬ 
cratic party platform statements 
express support for housing, in¬ 
cluding proposals advocated by 
NAR. The Republican Party plat¬ 
form specifically supports a plan 
to allow first-time home buyers to 
use funds from Individual Retire¬ 
ment Accounts for a down pay¬ 
ment on a home. It also calls for 
the enactment of a $5,000 tax credit 
to assist people buying their first 
homes. 

These provisions, outlined by 
President Bush earlier this year, 
“are encouraging signs that the 
plight of the first-time home buyer 
is being recognized at the federal 
level,” Helfant said. 

Legislation permitting use of 
IRA funds for home purchases and 
providing a first-time home buyer 
tax credit is pending in Congress. 

The Republican Party platform 
statement also supports reviving 
real estate investments by repeal¬ 
ing certain tax code provisions that 
have proved detrimental to the 
commercial segment of the indus¬ 
try. The statement advocates lift¬ 
ing the current passive loss rule 
limiting the deductibility of rental 
losses against income. 

“It will be virtually impossible to 
have a sound real estate market 
unless the current passive loss rule 
is changed,” Helfant said. She not¬ 
ed that the current restrictions 


have caused a loss in property val¬ 
ue of up to 20 percent. 

The Republican Party statement 
also contains another element sup¬ 
ported by NAR — lowering the cap¬ 
ital gains tax rate. “Many proper¬ 
ty owners who would like to sell are 
holding on to properties, rather 
than selling them and paying the 
capital gains taxes they would owe 
under the current law,” Helfant 
said. “A lower rate could help spur 
more property sales.” 

Both the Republican and Demo¬ 
cratic party platform statements 
support programs to expand the 
nation’s stock of affordable hous¬ 
ing, as well as to enable low-in- 
come housing tenants to own their 
own homes. Both concepts have 
been endorsed by NAR. “Helping 
people improve their housing situ¬ 
ation gives them a stake in their 
communities,” Helfant said. 

The Republican Party statement 
specifically supports government 
mortgage programs, and the Dem¬ 
ocratic Party platform pledges to 
support policies that keep mort¬ 
gage credit affordable. According 
to Helfant, one way the federal 
government can fulfill such goals 
is to retain the accessibility of the 
Federal Housing Administration’s 
(FHA) single-family mortgage in¬ 
surance program. Changes insti¬ 
tuted last year have made h'HA 
more costly for buyers to use, and 
are shutting off people with the 
greatest need for the program. A 
major change, implemented by the 
U.S. Department of Housing and 
Urban Development (HUD), limits 
the amount of closing costs that 
can be financed in transactions in¬ 
volving FHA-insured mortgages. 
This restriction has added hun¬ 
dreds of dollars to the costs FHA 
borrowers must pay at settlement. 


“YOUR COMMUNITY’S PROFESSIONAL 
REALTORS SERVING YOU SINCE 1964” 

ALL IMPROVEMENTS ARE FREE! 

Premium private lot w/magnificent spa, BBQ & 
landscaping. Bright & cheerful Irg. 3 BR + family 
room. All much nicer than new and only $314,900. 
Owner may consider lease option Chosen 

“Home of me Week" 

LSE OPTION - LOW DN^UY • OWNER CARRY? 

Newer 4 BR, 3 BA, 2244 S.F. quality thru-out + Ig. 
yard. Brand new camet & paint. Only $299,000 
Real low price per S.F.! 

PROPERTY LEASING & 

^ „ MANAGEMENT SERVICES , 

Full service and professional rentai/leasing of your 
property Experienced property management 
w/montniy statements to you. _ 

RANCHO 
REALTY 

4S05 Man St, Yorba Unda 

777-2636 



For Special Rates Please Call 

North County 
News 

For The Best In Real Estate Buys 

(714) 634-1567 



LOWELL SEMANS 


CTX Mortgage 

_SINCE 1949 


ATTEISrriON! ! ! 
Home owners considering 
moving up!!! 

Rates are Down! 

Home Prices are fantastic. 

You may be able to "AFFORD” 
more “HOME” than you think. 

Lot’s discuss what’s right for you! 

Co. (714) 777-LOAN 
__ ^ 26 ) 


THE BEST OF THE WEST! 


Colorado/New Mexico 



This 79.4 acre mountain retreat has it alll The MAGIC OF SANTA FE in 
the majesty of the COLOFIADO ROCKIES and the monumentous FISH¬ 
ERS PEAK PALISADE. Tall trees, peaceful meadows, abundant wildlife 
and spectacular views. 

Only *59,000/terms 

_Call Gina 719-846-2063 LPI_ 


Call Teresa Sasnett-Your Orange County Connection 


"My purpose is to help my clients make good decisions!" Multi million dollar . 
producer year after year Consistently top sales or listing agent in office 



(714) 967-0941 LIFE CHANGING CONVENIENCE! I 

Drive less, live more. A newer home in Anaheim, i. 
3 BR, 1-3/4 BA, fam. rm. New oak kit., over 8000 I 
sq. ft. lot, only 15 yrs. new. Priced to sell at B 
^ $224,500. To see insist on Teresa 967-0941. I 

Emery | 

Each Office ia Independentty Owned and Operated I 




RATES ARE COMING DOWN! I 

FIXED FOR 30 YEARS ft 

Monthly Pmt. on $300,000 = $2201 W 

% 

0.19* 

Borrow 80% to *500,000 

Interest 

y APR 

FIXED FOR 15 YEARS "f 

Monthly Pmt. on $300,000 = $2759 # 

3/8% 

765* 

Borrow 80% to *500,000 ■ 

Interest 

f APR 

FIXED FOR 5 YEARS ft 

Monthly Pmt. on $300,000 = $1920 1% 

5/8% 

Cjio* 

Borrow 80% to *500,000 

Interest 

y APR 

1 ‘APR and payments based on $300,000. Rates subject to change. I 
1 Real Estate Broker-CA Dept, of Real Estate. Direct Funding Mortgage Banker I 

|C0MMUNITYWESTM0RTGAGE,INC. 

(Avail. Weekends) 1 

588-2698 | 


Convenient 
& Competitive 
Home Loons 


At Union Federal Savings Bank, you not only get a great low 
rate on a home loan. You get great response-time, because 
when you're purchasing a home, you need service that's tost 
and efficient. 

Union Federal, The smart choice In home loans. 


UNION 


UNION FEDERAL BANK 
RESIDENTIAL LOAN CENTER 

Victor Munoz 

C Office: (714) 255-0357^ 
Pager: (714) 490-6655 J) 


t£r 

(CUM Hoi'iiac 

LENDER 


An Establisheij Name. 

A New Sign. 

A Better Way To Sell Your Home. 


List your home with Orange County’s top real estate investment 
firm. We use exclusive market data and sales strategies to sell 
homes in today’s fast-changing marketplace. Call us for results. 

In Shadow of Matterhorn! 

3 BR townhome is close to Dis¬ 
neyland & trwys. 2-car gar., priv. 
patio & more. $159,900. 

Probate Sale Bargain! 

Court has ordered sale of this 3 
BR Yorba Linda townhome. End 
unit, 2-car gar., upscale complex. 

$179,000. 

Two For Price Of One! 

2 great homes on this lot Live in 
one, and rent the other to your 
molher-in-l aw. $225,000. _ 

Cambio 310 N. Harbor Blvd. 

Residential Fullerton 

Croup ( 714 ) 879-SOLD 



Experienced Agents: 

We motivate creativity and puf 
your service to clients above all 
else. Call today about our 

• Investment sale opportunities 

• Professional office environment 
with 55-seat conference center 
and private gym 

• High visibility location 

• Company growth strategies 
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Reactors oh tike move 


Renet names Johnson 
director of marketing 


Salyer leads 
fund-raising 
for center 

Vicki Salyer, Sharon Burt and Ali Burns 
of The Prudential California Realty in An¬ 
aheim Hills, were recently busy in the 
Popsicle vending business in a fund-rais¬ 
ing event for Canyon Acres Residential 
Center 

Canyon .Acres, which is a facility for 
court-assigned children who have been 
removed from their homes, was original¬ 
ly founded by donations from Realtors. 
The East Orange County Association of 
Realtors is actively involved in sponsor¬ 
ing events to help subsidize the operating 
income of the facility. 

Salyer, Burt and Burns, with the loan of 
an ice cream truck from local resident 
Bill .Johnson, donated hundreds of Popsi- 
cles to be sold at the Canyon Acres Coun¬ 
try Jamboree. The event was held at the 
facility and those who attended were in¬ 
vited to take a tour in addition to enjoying 
entertainment, food and game booths. 
The day was quite profitable for Canyon 
Acres. 

Salyer said, "We were able to rai.se a 



Vicki Salyer, left. Sharon Burt and Ali 
Burns are all smiles selling Popsicles at 
the Canyon Acres Country Jamboree. 


few hundred dollars from Popsicle sales 
and the Canyon Acres kids got to enjoy all 
the leftovers. Canyon .Acres is a terrific 
facility and we all Imik forward to doing 
what we can to help." 

To contact Vicki Salyer, Sharon Burt or 
Ali Burns, call their offices at WS-72,S(). 
You may also contact them if you would 
like more information on Canyon Acres 
Residential Center. 


Anaheim-based Renet Financial Corpo¬ 
ration recently announced its affiliation 
with local sales and marketing entrepre¬ 
neur, Bill Johnson, naming him director 
of corporate marketing and public rela¬ 
tions. Bill has been involved in the title 
insurance industry locally for the past 
four years, handling Renet as one of his 
many Anaheim area accounts since they 
sold their first mortgage franchise in 
1988. 

"Watching this company grow to al¬ 
most 100 franchises statewide in the past 
four years has been very exciting." 
claims Bill. He has always worked closely 
with his clients to increase their market 
share by creating innovative marketing 
ideas for them. He’s been accused of be¬ 
ing an independent marketing consultant 
masquerading as a title rep for years. The 
extra effort has earned him "top produc¬ 
er" status in the title industry. .Anxious 
for a new challenge. Bill has now chosen 
to focus his marketing efforts on promot¬ 
ing the Renet Franchise system full time. 

The basic philosophy behind Renet is 
quite simple .. . network real estate sales 


activity with a turn key mortgage divi¬ 
sion. While the “model franchise buyer" 
is the established real estate broker wish¬ 
ing to combine a value added income 
source to his current real estate service. 
Renet has been the answer for many oth¬ 
ers as well. F’rom builders, developers, 
financial planners, insurance companies, 
escrows and relocation companies. Renet 
has proved to be the perfect compliment 
to any business who’s .services can benefit 
borrowers. 

According to Bill, his immediate goal is 
to infu.se real marketing excitement into 
the Renet franchise base triggering in- 
cretised loan originations and future ex¬ 
pansion. With the mortgage industry top¬ 
ping the list of high growth industries in 
this economy, Bill’s leading edge ap¬ 
proach will continue to introduce innova¬ 
tive solutions to increa.se public awiire- 
ness and the overall effectiveness within 
the Renet system. His unique promotional 
strategy will surely create a force to be 
reckoned with in this highly competitive 
industry. For additional information, con¬ 
tact Bill John.son at .J8.S-12-H. 


GAFC offering loans 


FirstTeam Real Estate executive vice 
president and general manager Bill f’lat- 
tos announced this week that the firm’s 
dynamic affiliate; General American 
.Niortgage Bankers (GAF’C) is now offer¬ 
ing zero point loans up to $6.S().00() on a 
limited basis. 

According to Plattos, “With the kind of 
zero point-below market wholesale fi¬ 
nancing GAFC is offering, refinancing is 
still a smart move. This is a terrific op¬ 
portunity for those homeowners who 
haven’t yet refinanced to do so right 
away, before interest rates begin to rise 
again. Right now GAFC is waiving points 
and providing outstanding loans complete 
with very low, competitive interest rates. 
Clients can save up to S9,(KK) on loan fees. 
This special cost-.saving program has 
been made available county-wide through 
Sept. 30, 1992 only” 

Stuart Blend, manager of one of Gener¬ 
al American’s retail divisions notes, "It’s 
an exciting time for home ownership in 
Orange County! Interest rates are a 29- 
year low and on July 2, the Federal Re¬ 
serve cut their rates in order to stimulate 
the American economy. In so doing, an¬ 
other window of opportunity appeared for 
homeowners to obtain great financing. 
This renewed interest in refinancing 
prompted FirstTeam affiliate GAFC to 
offer this valuable no points loan at this 
time. Our Zero Point mortgage can re¬ 
duce closing costs of refinancing to such a 
great extent that it makes sense to re-fi 
even if your rate is lowered by only one 
percent. With today's bottomed out inter¬ 
est rates. I’d suggest to anyone with an 
adjustable rate loan that they consider a 
re-fi with a guaranteed stable, fixed-rate 
loan. Even if their current mortgage re¬ 
mains about the same in actual dollars, 
they can protect themselves from further 
monthly payment roller-coaster rides by 
locking in a fixed rate or improving ad¬ 


justable-rate loan” 

Founded in 1983, GAh’C is a widely-re¬ 
spected Mortgage Banker and Broker. .A 
direct lender, G.AFC provides service to 
the entire real estate brokerage commu¬ 
nity. The firm’s innovative loan pro¬ 
grams, phenomenal growth and superior 
service have made it a major force in 
California’s powerful mortgage-banking 
industry. 

Before refinancing, homeowners 
should analyze all aspects of the transac¬ 
tion. As a professional, 1 advise clients to 
ask themselves a few questions when con¬ 
sidering a re-fi loan. For instance: how 
long are they planning to remain in that 
house, will the monthly savings be great 
and how much will the refinancing itsell 
cost out of pocket?" 

Because of the below market wholesale 
rates being offered in conjunction with 
GAFC’s Zero Point Loan program, this 
loan is not available to employees or 
agents of FirstTeam Real E.state, G.AFC 
or Hallmark Escrow Corporation It is 
being bffered exclusively to tho.se home- 
owners refinancing their home who have 
viewed the h’ir.stTeam videotape entitled, 
"How to Save Thousands of Dollars & Add 
Value to Your Property” 

Plattos concluded, "FirstTeam has dis¬ 
tributed over 10(),(KK) of these free lO-min- 
ute videotapes countywide. The firm is 
recognized industry-wide as the official 
top selling real e.state company for 1990, 
1991 and 1992 year to date in Orange Coun¬ 
ty according to .statistics compiled from 
the 11 Orange County Boards & As.socia- 
tions of Realtors. In 1991 alone, First- 
Team closed a phenomenal .sales volume 
of more than $1 billion. 

For further information about First- 
Team Real Estate and GAFC’s limited¬ 
time Zero Point Loan program, call First- 
Team corporate headquarters .S.S7-0771 or 
Stuart Blend at GAF'C, %5-9.S0L 



( 714 ) 870-5877 

SPECIALS OF THE WEEK 

ANAHKIM ... 3 bdrm. well maintained with all new 
bath in nice family ncighbortioiKl. *I59»900. 
rb'I,LIiI< rON ... Upgraded beautiful 3 bdrm., I R., 
1.75 ba. with central air conditioning. *199,999. 
HURNA PARK ... 3 bdnm., 1.75 ba. pool home just 
m lime to beat the heat - dive right in! *215.000. 


WONDERFUL ENTERTAINMENT 
AREA ■ INCLUDING POOL 

4 bdrms., 1-3/4 baths, 2,100 .sq. ft., 
central A/C, fam. rm., cul-de-sac. 
New carpet & nicely decorated in 
Loara School Dist. 

* 259,000 

OntU()(- RIBA M. FRANK 
714-3244311 

Eacti office e independently owned & operated. 

Anaheim-714-f>35-4() II 


Emery 

1201 S. Kiiclid Ave 



CATHY 

DE6BORGK 


The 

Brea Progress 
Fullerton News Tribune 
La Habra Star 

HAS A 

NEW LOOK •NEW FORMAT 
NEW IMPACT 


When it comes 
to real estate: 
SERVICE 

SOLD 


SALYER M A 

are synonymous! 

For Quality, Caring Service, 
You Can Take to The Bank 
Call: 

VICKI SALYER 

( 714 ) 998-7250 
( 800 ) 745-7911 msgcntk 
FEATURED PROPERTY 


Sp^talist 


WATCH THE SUNSET 

From I prlvito, MckMM yard Mgh In Anthaim Hlla. 
Spodaaa aingla alary daL noma evarlooldng a woodad 
canyon. Haa 3 apadoua BRs, calhadral caMnga and many 
u|>gfadaa. $214.M0. 


In Anaheim Hills 
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A value in Yorba Linda 


featured Hornes 


Secluded home in the hills 


Situated at the end of a cul-de-sac and 
backing the rolling Chino Hills, this four 
bedroom, 2.7.S bathroom home gives you 
the seclusion and privacy you de.sire. It is 
being marketed by ERA Star Real Estate 
Center for $49.S,000, 

Lush landscaping in the front is accent¬ 
ed by brickwork and flower beds. River 
Rock stonework graces the front view of 
the home as you walk towards the entry. 

Custom gray tiling covers the entry and 
the feel of spaciousness is enhanced by 
cathedral ceilings. The formal fireplace 
highlights the living room and a glass and 
brass chandelier adorns the formal dining 


The family-sized kitchen has a large 
eating area. The custom tile flooring and 
ceramic tile counters make for easy clean 
ups. A pantry and birchwood cupboards 
are also featured. 

The master suite is highlighted by the 
custom layout of the carpeted master 
bathroom. His and her vanities and his 
and her closets are featured. A large cen¬ 
tered bath tub with a separate, private 
toilet area makes this layout unique. 

For an appointment to preview, call 
listing agents Georgia and Kevin Camp¬ 
bell at ERA Star Real Estate Center at 
974-7033. 


Room for plenty in Orange 


There are bedrooms galore — six in all 
— in this single story, remodeled and at¬ 
tractively decorated home w'ith a formal 
living room and dining room. Adjacent to 
the cozy family room is a large family 
kitchen with acce.^s to the patio area. The 
easy flow floor plan includes a separate 
master bedroom suite. The home is de¬ 
signed for a large or extended family vvith 


Take A “Talking Tour” 
of Our Homes 
Absolutely Free 

WINDSOR ST. HUBERT 

TERRACE Code 305 WOODS Code 310 

3 br., 2391 sq. ft., 4 br., 2566 sq. ft., pool 

swim-spa, spectacular & exercise rm. 
views. $299,900. $415,000. 

QUAIL ROCKY 

RIDGE Code 303 037 s?1f S 

4 br, 2691 sq. ft 3 g|^'Lry, % ' ca; 

$M9,M0.' garage. $339,000. 

_ 306 3 [jr j 246 sq. ft., sin- 

gla story, rock pool & 
s-,,, spa, great floor spa - gated. $224,900. 
plan. $299,900. 

EAST 

HILLS ^ • 307 
i SOLO . no 

n.-..u-roos, prof, 
landscaped. $239,900. 


Call Our Exclusive 


•aOME 
WWOTUNE 

I1-800-756-1891 


Juftt «nt*r on* of th* thr»« digit cod** in th* listing. It's 
that «asy. Our Horn* Hotlln* Is avftHabl* 24 hours o 
day, 7 days a w**k for your conv*ni*nce. Th*r*'s no 
cost or obngatlon. Try it now. You'll like what you haar 
Balling your own Horn*? List It In th* Horn* 
Hotlin* ..FREEI Just call Sharon Burt at 
Prudential Calif. Roalty 




separate live-in suite or mother-in-law 
quarters. 

This fine property, located at 3121 
Hearthside in Orange will be held open by 
the li.sting agent, Helen Shoemate. Please 
call FirstTeam Real Estate's East Or¬ 
ange County Regional Sales Office for 
more details or a private showing, .S44- 
54.Sft. 


QUALITY CONDOS 

GREAT FOR FIRST 
TIME BUYER! 

3 bdrm., 1-3/4 baths. Large living rm. 
with fireplace. Spacious master 
bdrm. & dining area plus skylight. 

$132,500 
*1446 SQ. FT* 

3 bdrm., 1-3/4 & 1/2 baths, 2 car gar. 
Nice family condo with large rooms 
in Loara School district. 

$157,000 


A REAL BARGAIN 

3 bdrm., 2-1/2 baths, 2 car att. gar. 
Cathedral ceilings, central air. Newer 
complex. Priced to sell with great 
terms. 

$160,000 

ft (714)761-2411 


Onlu^ 


2516 W. Lincoln 
Ave., Anaheim 

Consistently an award 
winning office. 


!• The Agency winning office. 

Each Office ie Independently Owned and Opiated 


Those who have been looking for excep¬ 
tional value — look no more! You'll love 
this eight-year-old single story William 
Lyon’s Travis Ranch home in Yorba Lin¬ 
da which is move-in ready and model per¬ 
fect. The 3 bedroom home has vaulted 
ceilings, a raised formal entry, separate 
formal dining room, a large kitchen with 
breakfast bar, and an oversized family 
room with cozy fireplace and built-in 
shelving. 

This special home is proudly presented 


Know why big business 
spends millions of dollars 
on advertising? 
Because IT WORKS!! 


Call to set up 

YOUR 

advertising 

campaign 

TODAY 



by Jim and Cathy of The Prudential Cali¬ 
fornia Realty. Please call them at 970-566.3 
for additional information or a private 
showing. 

PASS OR DON'T PAYIT 


ACCELERATED 

Licensing School 


QUALIFY IN ONLY 2.5 WEEKS! 

Our simulated state exams & 
experienced instructors 
make passing A Sure Thin g! 


FREE CAREER BRUNCH SEMINAR 
SEPT. 12 & 26 


Call Kathy, 222-2414 

F1 RSTTEAM real estates 

'When instructions are followed. 



Anaheim R.E. Advertising Specialist 

704-3715 


"YOUR 

SUCCESS 

GUARANTEED 

OR 

CASHBACKr 


Backed By Our Highly Acknowledged 
Training & Team Support, Many 
Inexperienced Individuals Soon 
Achieve Sales Stardom. 

Find Out How! Attend; 


FREE CAREER BRUNCH SEMINAR 
SEPT. 12 & 26 


Call Kathy, 222-2414 

FirstTeam realestate^ 

• See our Success Contract 
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ERA provides ‘Answers’ for buyers questions 


With financing terms changing almost 
daily and a growing number of Orange 
County residents wondering if now is the 
right time to buy or sell a home, ERA Star 
Real Estate Center is ready to help with 
“Answers.” 

“Answers" is the title of a comprehen¬ 
sive new reference book that addresses 93 


of the most frequently asked questions 
about buying and selling a home. It’s 
available at no cost by calling 1-800- 
STAR-ERA or at any one of the four ERA 
Star Real Estate Center location in Or¬ 
ange County. 

The 80-page book features detailed in¬ 


formation about selling, buying, financ¬ 
ing and maintaining a home to maximize 
its value. Each section contains numer¬ 
ous charts and checklists. In addition, the 
book includes a comprehensive glossary 
of real estate terms. 

Anyone interested in receiving a com¬ 


plimentary copy of “Answers” is invited 
to call 1-800-STAR-ERA or visit the ERA 
Star Real Estate Center nearest you. Of¬ 
fices are located in Anaheim Hills, Hun¬ 
tington Beach, Fountain Valley, and Lake 
Forest. ERA Star Real Estate Center, 
which has been affiliated with Electronic- 
Realty Associates, L.P. (ERA Real Es¬ 
tate) since 1981, currently has over 175 
sale associates serving the Orange Coun¬ 
ty area. 


RESA HARBORD 

CASTLEHEADINC. ESCROWS 

Independent Escrow Co. 

MANAGER 

RESA J. HARBORD 

ESCROW OFFICERS 
UARYMAFLA 
SANDRA UONGE 

ESCROW SECRETARY 
PENNI ALARCON 

COMPARE 

SERVICES 

164 S. FAIRMONT BLVD. 
ANAHEIM HILLS, CA 92808 

(714) 282-1400 
FAX (714) 921-9102 


Advertisers: 
Use These 
Spaces 

Call Andy 

634-1567 


Hotmehold Ba nk 
Mortgage 


714 / 

261-1818 


S No Tax Returns S No W2 Forms S No Inc. Veril S 


^ Fixed Home Loans to ^ 
2 *500,000 2 

^ 7.750% 

Q APR = 8.165% Q 

Some Credit Probs. OK!! 

^ AmeriMac Temple ^ 
A Financial 

Uc. by Dapl. ol Real Estate 

(800) 287-7974 


^950 LOAN ORIGINATION FEE! 
DON’T OVERPAY TO REFI 

WE COMPETE ON PRICE AND MERIT - HONESTLY 
YOUR LOAN CAN BE FUNDED IN 3 WEEKS! 

FAST - PROFESSIONAL - TRUSTWORTHY 

(714) 779-7067 

ASK FOR THE *950 SPECIAL 

FREE LOCK IN - IF RATES DROP YOU GET THE LOWER RATE 


LENDiRS' REPORT 


Lendsr/Phons 

I 

AUOKFHUIKUIGMP (7l4)H2-3yn 

R 

AIHIUUC mini FUUN. lUO) 217-7974 

R 

AmOVID MTS, coir. (too) I33-2IDI 

R 

amui imiDiNC t LOAN (tooiiH-un 

1 

ailWKD FUNMIG CORP. (714) 344-1700 

R 

CHINO VUUT Mm (MO) 400-1234 

R 

CMS MOITMIX SVCS. (7)4)730-7041 

R 

COMMUNin mST MTG. (714) SW-2491 

N 

COUNTITWIOI FUNOING (714) 3SS-D400 

R 

FIOiUTT FEDHU UNN |7)4)45MID0 

5 

FWST UOTK FUUN. 1100) 3S0-UN0 

1 

FIONTUNE MONTCAGI (100) t43-7l4* 

K 

GUNDAU FfOCMl lANK (310) 7»-U23 

5 

GMACIMMTGAG4 (714)314-5424 

K 

HOUSEHOID DANK (100) 333-IANN 

1 1 

WMPENOtNT MIG, INC (7)4) 4S4-UU 

R 

MOITGAGI ACTION CORP. 1100) 714-5547 

R 

NEWPORT FINANOAl (714)151-0202 

K 

NONWI5T M0RICAG4 (7)4) 13^244 

N 

OOAN mST FUNDING (714) 544-5300 

R 

OaANVIEW FINANOAl (100) 244-0555 

R 

PAOfia MOITGAGI (714) 253-4155 

R 

IS) MOITGAGI (too) 774-4774 

1 

SNEAISON UHMAN MTG. (100) 424-3145 

R 

STATIWIIN FUNtHNC (7)4)541-12)4 

R 

TIC FINANOAl SVO. (7)4) 344-5442 

R 

UWVEISAl lANX 1(00) 325-1741 

1 

VP. WtailNf (100) 400-144) 

R 

WEST COAST Mm GRP. (100)400-1411 

R 

WESTCAl FINANOAl (714)720-1440 

R 

WISnRN tlRERn MTG. (7)4) 344-0250 

R 


ao-YMi nxiD 


ADJUSTABli 


Itstx 0 000 
MtSX 1425 


7I75X I250 
71751 1.250 


_ Metes _ 

UJUSIUUJUMIO 47^ point 

(2 QUAUnCIS 

3O.YWiU>MO0.l25X/1 375pl» 

JUMIO 30-VUl 0.0V2pe 
FIM4lOM5mUtm 
OUYDOWXUmtVlUUlU 

tow JUMIO um/o rownoANS 

II OFFim / AVMUtlU 7 DAYS A WIEK 
30/5 TO $302K 4 5VI 5pli CAU FOIFHA/VA gUOTES 
iUMIO FIXED IADJUSIAIU10AII5 AVAlUlU 
30/510 $2021 4.5V/1 point 
L0AII510 57501 CAU FM QUOTES 
CAUFoizEioraiim 
JUMIO l YEii AIM 4 l75yi nSph 
lOX to 500K JUMIO nXED 30/301.2SX 2pb 
FlU CIEOn t AmtAISAl SFI / UU GEOIGE 
CIEDII nOOLEMS? CAU JIM 
JUMIO EZOUAl'SSIlUAyAUAlU 
WE DO FHA/VA lOAn TOO 
FOITHClESTUnSCAUUSlAST 

nGoyiACxiostbtx lovi zspn 

30/5 TO I9IK 7 OVOpn / CAU FOI 0U0IF5 
LISTEN TO I mu SOOTM FOI UTE5 
5FYUA1DIFFEIEXI IUMIO nOCIAMS AVAILAOU 
30 njUMIOI I3SVI 375pH CAUCAIMFN 
30 yi JUMIO 125VI .125pft / 20-VI FIXED 7.425VI .7SpH 
WE MAXECONSnuniON LOANS 
WHOUSAUIATD 
$.1 JUMIO 7.5X/I 375 ponh 
OrOIKI FIXED lAIE LOANS AVAItAILE 
CAU FOI JUMOO'S AND 0 KIINI PtOGIAMS 


RMee m of Aug. 27,1992. AM bent toted ere convenfionat 3(y30 for ioane below (202,300 except as specified si the 'Notes* column. Poinis are the per cent 
of the loan balance paid to the lander at the lime of loan dostfig. For fixed-rate loans, borrowers are advised to compare tocA-m features; tor adtuslable programs 
ask 9ie lenders 4 the loan has ^ potential for negative arrx>rti 2 aiion as weH as other tfnponani factors such as the mdex. margin. Caps. insurarv:e and lock-in. 
Lender Type « B ■ bank. K • mortgage banker: R • mortgage broker; S ■ savx^ A loan Mortgage bankers and brokers are licensed by the CaMomia Department 
of Real Estate as either a broker or corporation For more niormation caH Cafrf ORE at (916) 739-37&8 

AN Annual Percentage Rales (A P R) are calculated by Mortgage News Co basedonat202.3CX)loanamount,lhepoint8a8shownarx}(700to1alfees. An 
A.P.R. • an esixnaled annual cost of the loan to the te^ower. and thev are nciuded vi this chart for comparison onlv Wheri apoh/mo for a loan. Federal Truth- 
Mi-LarKkng law requires lenders to calcutale an A P.R. specific to each loan offer All quotes are not an offer to enter mlo a loan agreement. All rates are sut^ect 
to change, verify rales and terms prpr to applying for a loan AN lenders charge other lees m addition to those shown, as well as provide loans with differ^ rates 
and terms lor different loan amounts For a consumer gi^ on how to shop for a mortgage, send S4.50 check payable to Mortgage News Co . 1505 East ITttt 


^ . Suite 211. Santa Ana. CA 92701 If you have questions please caN (714) 836-1177. 


I I Pacific 
^^^Residential 
[ - yF inancing 


COPYRIGHT c 1992 Motlgag. N«w* Co. 


Specializing in the lowest cost 
financing for both refinances and 
purchase loans. Feel free to call the 
mortgage specialists with any of your 
mortgage questions at no obligation! 


Sharon Butler or N .. ^ 

Patty Kimbrough L .] ~‘\ 

Patty Kimbrough ~1 Sharon Butler 

( 714 ) , , ( 714 ) 

5r5;4099 (714) 257-0211 

265 South Randolph, Suite 120 • Brea, CA 92621 


LOOK 

V 

Conforming 7.000 

5 Year Fixed Rate APR = 7.796% 

Based upon 200,000 loan amount 

Jumbo 8.018 

6 Year Fixed Rate APR - 8.629% 

Based upon 300,(XX) loan amount 

Don’t Wait, Call Now! 

( 714 ) 644-5300 ^ 

• ■topfsgrsmitoitoon’.-V-tteasieBAMeiatftmertMut 

hOMs UC «>02»»WCaitOMt9l>MEfta9. SS 


Household Ba nk 
Mortgage 


714 / 

261-1818 

IS 


Contact; 

ANDY 

McTIGUB 

Real Estate Spieclalist 

For Information Call 

634-1567 


HOME MORTOAOE LOANS 

“HATE TO 
WAIT” 

GUARANTEED 21 DAY 
APPROVALS 
OR WE REBATE $250 OF 
YOUR FEES! 

ERIKA HULL • Manager 
LINDA LEHMANN - Assistant Manager 
KIM RADZAI - Loan Specialist 


2500 E. Imperial Hwy., #198, 
Brea, CA 92621 

( 714 ) 255-8300 


No (RW ivorks hnnier to deliver 
the Arrufricari I>reavi.’" 


tat </l5W2 ( ounirywHir Fundina (iurponlMin 























































Western Group relocates office 


On July 1, the Western Group Real Es¬ 
tate firm relocated its Anaheim office 
from State College Boulevard to 431 N. 
Brookhurst St., Suite 130. The phone num¬ 
ber and FAX number remain the same. 

"We’re pleased with our new location,” 
said Hank Garcia, office manager for The 


Western Group, Anaheim. 

The relocation was in connection with a 
new business venture for the company. 
The Western Group/Anaheim has formed 
a partnership with four new business 
partners, all real estate agents who have 
been working in the Anaheim office. The 


partners include: Len Beckman, Eze- 
quiel Candelario, Iping Chang, and Hank 
Garcia, who has been office manager at 
the the previous location. 

The Western Group, part of a multi¬ 
office real estate company linked by com¬ 
puter, provides services to four counties 


Saptamber 3,1092 North County Real Estate Resource Cl 


— Orange, Riverside, San Bernardino, 
and Los Angeles. The firm offers numer¬ 
ous innovative ideas for property search 
and marketing. Computerized matching 
is one featured client service as well as 
,, escrow services for the client’s conve- 
nd Hank nience. 

nager at Offering both commercial and residen¬ 
tial properties. The Western Group in An¬ 
ti multi- aheim currently has 16 agents on staff. 

I by com- more information about the office’s 
counties services, call 772-7281. 
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HOMES 
FOR SALE 

BEGINS HERE 


REAL ESTATE 

CLASSIFIED DEADLINE 
Tuesdays, 12 Noon. 
To Place Your Ad Call 

(714)634-1567 


FIRST TIME BUYER 3 BH, 

sgl story, upgrades, quiet, 
close to 91 & 5 fwy Try 3% 
down' $179,900 974-7000 
Seven Gables 

HERITAGE VILLAGE 

3 BR 1.75 ^ 25 BA two 
Story, end unit, beautiful 
brick patio, central air, in¬ 
side laundry. & more tor 
$165,000 
IPING 

THE WESTERN GROUP 
MUST SELL 

Lg 4Br Condo in Stanton, 
will consider VA/FHA of¬ 
fers, 1600 sf. of comfort¬ 
able living, low dues. 
Katella/Knott. asking 
$146,000 & seller will pay 
some closing costs 

THE WESTERN GROUP 
(714) 772-3209'HANK' 

SPARKLING POOL 

Home with 4 Br 1.75 Ba, 
double garage, close to 
schools, $174,999 

QeOFFBKY QLBED 

THE WESTERN GROUP 
(714)772-0622 

Tremendous Potential 

3850 sq ft, wood/bay win¬ 
dows, skylights, oak cab, 5 
BR, patio, pool, spa $576K 

974-7000 Seven Gabies 


Roses line the walk. Soft 
gray and white detailed 
ranch radiates pride ft 
welcome. 3 bedroom and a 
family room plus a cool 
pool for happy kids. Cen¬ 
tral air too. Come see it, 
you'll fall In lovel Only 
$199,500. Don't miss this 
one. 

Room, Room 4t 
More Room 

Let your imagination run 
wild in this tasteful 4 Br, 2 
3/4 Ba contemporary. With 
10rooms ft over 2800 sq ft, 
there's plenty of area for 
creativity. Soaring cell- 
ings, guest quarters, 
bonus room. You’ll never 
feel crowded In this beauti¬ 
ful home, drastically re¬ 
duced to S269.999. Call 
Agent Barbara today at 
Centur^l Actio n 776-2 141 

SUPER CURB APPEAL 

Spacious 4 Br 1 75 Ba over 
2000 sf. new upgraded 
kitchen, newer roof, brick 
fireplace, atrium, & more, 
only $235,000 
THB WESTERN GROUP 

(714)772-3209 \ 

3Br Home with 1.75 Ba. ! 
Has den ft COOL POOL! { 
j Air Cond. $193,000 ! 

{ JOHN DADE j 

I C-21 THE AGENCY | 

I (714) 761-2411 I 

2 MASTER BRs, 1 up/1 down. 

' 2 other BR's, din/fam rm 
* pool, spa. Bring offer I 
$259,000 777-6600 > 

C-21/Yorba Station j 

$215,000 

3Br Home 1 75 Ba plus ,5 
Ba Tri-level floorplan with 
Cool Family Room Price 
includes SPA 

BARBARA WARD 

C-21 A CTIO N 776-2141 

3Br Home with 1.75 Ba ft 
family room ft enclosed 
patio. $182,000 

WALLY TRIGG 
C-21 THE AGENCY 
(714) 761-2411 I 

4Br Home with lg Family < 
Rm/kitchen. Added In- 
Law-Quarters plus 2 car 
garage. $235,000 
FREDERICK YOUNG 
C-21 ACTION 776-21412 


ANAHEIM HILLS 


WINDSOR TERRACE Spec¬ 
tacular city light & snow 
capped mountain view 
from this tudor style 
executive home. 3 lg. BR. 
swim/spa. brand new neu¬ 
tral carpeting Too many 
features to mention 
$299,900 Call SHARON 
BURT (7 Prudential Cali¬ 
fornia Realty 998-6040 x56 


Sprawling Ranch 3 BR, 1.75 I 
bath, liv rm w/frpi, formal ' 
din. refurbished kit, hard 
wood floors, a/c. plum & 
apricot trees $200,000 
Agent 693-1271 ERA STAR 


BUENA PARK 


5181 BRAE BURN CR. 
Just listed! 3 BR, 2 bath 
^ fam rm, end of cul-de- 
sac, huge priv lot, Sunny 
Hills Schl. $279,900 
Agent (714) 871-8100 


DIAMOND BAR 


Divorce Forces Sale 

3Br, 2-3/4Ba Luxury 
Condo. 22811 Chardonnay 
#1, Diamond Bar. Priced 
Way Below Market at 

$209,000 
SUN. 12:00-4:00PM 
Will lease option. 

( 714 ) 564-1357 


FULLERTON 


l8t TIME BUYERS DREAM 2 

BR, 1 bath, hard wood 
floors, remodeled kit. 
hurry! $129,950 Agent 
693-1271 ERA STAR 


GARDEN GROVE 


Gd. Gr. Furn Rm $320/$340 
Mo. or $80/$85 wkly. UtlM 
pd. Laundry, near free¬ 
ways. 714/894-0687 


THRIFTY THINKING 

2 BR. 1 bath, RV access, lg 
patio, fncd yd Won't last 
$149,445 879-7076 

C/21-C huck Stevens 

2 Homea on large lot In 
nice area of La Habra. 
Walk to market, etc. Ideal 
starter for two couples. 
Reduced to $150,000. 
NORDINE REALTY 
(310) 944-9774 _ 


LA HABRA HEIGHTS 


Designed For Prestige 3 

BR.. 2.5 bath. 1 ac, lg fam 
rm w/frpI, formal din. c/a, 
more! $445,000 879-7076 
C/21-Chu_ck Stevens_ 

GREAT BUY! 

Don’t miss this chance. 4 
BR, 1.75 bath, nr schools/ 
shops. $189,900 879-7076 
C/2 1-Chuck Stevens 
IDEALLY PRICED 4 BR. 2 5 
bath, exc. area, fam rm, 
frpl. pool, RV park. Won’t 
Last! $371,500 879-7076 
C/21-CHUCK STEVENS 


ANAHEIM HILLS , 


HUD 

PUBLISHER'S 

NOTICE 

1^ 

EQUAL HOUSING 
OPPORTUNITY 

All r«<il Mtat* •dv«ni»lnQ 
in thi» n9wspap«f i» 
to th« Fodaral Fair Houttng 
Act of 1968 which maka* It 
illegal to advartiee "any 
prataranoa, limitation or di»- 
crimirwtion based on race, 
color, raNgion, sax or nation¬ 
al origin, or an intention to 
make oiny such pr^Haranca. 
limitation or discrimination.* 
Thia newspaper will not 
knowingly accept any adver¬ 
tising for real estate which is 
In violalion of the law. Our 
readers are hereby informed 
that all dwellings adverlised 
in this newspaper are avail¬ 
able on an aquai opportunity 
basis. 


City Lights/Sunset Views 

5 BR, 2.75 bath, cathedral ' 
ceilings, fam rm w/frpl. 3 
car garage $397,000 Agt 

693-^271 ERA ^AR_ 

EZ iN! Seller Will Finance 
Will carry 1st TD w/10% 
dn. no points/fees. 4 BR. 3 
bath. $369K VICKI SALYER 
996-7250 The Prudential 

RARE FIND ft PRICE 4 BR. 
cor lot w/city lights view, 
fncd pool/spa, vaulted ceil¬ 
ings. 3 car gar $339,000 

VICKI SALYER 998-7250 
_ The Prudential 

SELLER DESPERATE 4 BR 
3 bath, approx 1900 sq ft, 
cathedral ceilings, comm 
pooi/spa/tennis $239,500 

VICKI SALYER 998-7250 
_The Prudential 

SELLER DESPERATE 4 BR. 

3 bath, approx 1900 sq ft. 
cathedral ceilings, comm 
pool/spa/tennis $239,500 

VICKI SALYER 998-7250 
The Prudential 

Sit ft Watch the Sunset Sgl 

story, light & bright floor 
plan. 3 BRs. cathedral ceil¬ 
ings S214K VICKI SALYER 
998-7250 The Prudential 


CONDO W/EVERYTHINGI! 

3 BR. 2 bath, 2 car gar , 
Indry, c/a. frpl , great 
decor/loc McGARVEY 
CLARK RE/Sally 992-1817 

FIRST TIME BUYERS 1 BR. 

1 bath, c/a, community 
pool. $86,500 (714) 
777-6600 Century 21/ 
Yorba Station 


★MOVE IN SPECIAL* 
Large 1 ft 2br apts. d/w, 
a/c, Fireplace ft patio. Gas 
ft water paid. No pets, call 
for special. 310/943-3598 


YORBA LINDA 


GREAT VALUE 3 BR. 1 75 
+ .5 bath townhome. fam 
kit w/frpl. 2 car gar, sec 
syst $194,500 879-7076 
C/21-CHUCK STEVENS _ 

LASTING IMPRESSION 

Beaut 3 BR, 1.76 + .5 bath 
Immac home w/many up¬ 
grades. $320,000 879-7076 
_C/^1jChuck Stevens 

LASTING IMPRESSION 

Beaut 3 BR, 1.75 + .5 bath 
immac home w/many up¬ 
grades $320,000 879-7076 
_ C /21-C huck Stevens 

NEW FAMILY NEEDED 3 

BR, 1,75 bath, end patio, 
frpl, c/a, newer roof, more 
$210,000 bf 879-7076 
C-21/CHUCK STEVENS 

PACKED W/POTENTIAL 

3 BR. 1 bath, great for 1st 
time buyer/investors. 
Needs TLC $147K 879-7076 
C/21-Chuck Stevens 

ROSE GARDEN AROMA 

Cor lot. 3 BR, 1.75 bath, 
picture pert. Nr shops. P.O. 
Make prime Location 
$189,822 879-7076 

C/21-CHUCK STEVENS 


All Improvements Are 
Free Priv lot, spa. BBQ. 1 
Indscpg, 3 BR. fam rm j 
Nicer than new. $314,900. 
Chosen Home of the Week! 
Rancho Realty 777-2636 i 

ATTENTION 1st Time 
Buyers! 2 BR, 1 75 bath, 
new carpel, fresh paint, 
upgraded thu-out $134,990 
/^ent 344-3217 STAR 
CHARMING 2 STORY 3 BR. 
2.5 bath, ofc w/bit-in 
bookcases/wet bar. forma! 
din, central heat/air. mas¬ 
ter suite $149K Agent 
344-3451 ERA STAR 

JUST LIKE GRAMMAS Re¬ 
cently Refurbished 2 BR, 
hardwood floors, a/c. nice 
area Hurry! $173,900 

Agent 344-1^0 ERA STAR 

MORE FOR YOUR MONEY 

3 BR, rem kit/baths, fresh 
paint in/out, cul-de-sac. 
c/a. walk to kids pk. $205K 

Agent 344-3451 ERA STAR 

No Exaggeration! Must Sell! 

4 BR, 1/4 ac, Villa Park 
Schls, RV access, cul-de- 
sac $342,000 974-7000 

SEVEN GABLES 


COZY BUNGALOW Model 
perf 2 BR, new paint/crpt, 
tile bathroom, upgrades 
thruout, $134,900 Agent 
693^2^1 ERA STAR _ 

RARE 1/2 AC Horse prop.. 4 
BR, 2.5 bath, immac 
home, rm tor pool/spa. 
fruit trees! (714) 777-6600 
C-21/Yorba Station 


RIVERSIDE COUNTY 


MORE For Your Money 
Corona, 3 6R, minutes 
from O-C. Gated, comm., 
great view $219,742 Agent 
344-1179 ERA STAR 


OWNER WILL 455/5r 

4 BR. Tustin School Dis¬ 
trict. Immac cond. Owner 
wants out!! $142K Agent 
344-3087 ERA STAR 


VILLA PARK 


Foreclosure! Just Listed! 4 

BR, 2.5 bath, cul-de-sac. 
Int w/marble entry, 
french doors, zoned for 
horses $459,500 

974-7000 Seven Gables 


BROCK BEAUTY $274,900 4 

BR. 2.6 bath, Travis Schl, 
upgraded, 6 yrs new 
$274,900 (714) 777-6600 
C-21/Y orba Station _ 

Excellent Opportunity For 

1st time Buyer Sgl story 
condo, comm pool/spa 3 
BR. 2 bath, liv rm/frpl 
$151,900 SEVEN GABLES 

_ 9 74-7000_ 

EXECUTIVE COUNTRY 
AREA 1/2 ac. 26oo sq ft. 4 
BR. 2.76 bath -i- 1/2 bath, 
pool <714) 777>6000 
0-21/Yorba Station 

Owner Will Fin 1st TD, 10% 
Dn 30' vaulted ceilings, 
4300 ^ sq ft. 3-4 BR, fam 
rm/stone frpl. wet bar. 
fruit trees, $699,000 
974-7000 Seven Gables 

PRICE REDUCED 3 BR. 2 
bath, 10.320 lot size 
home of the week. 
Shows great in/out. 
$269,500 777-6600 
C-21/Yorba Station 

SELLERS WANT A LARGER 
HOME Will trade this 4 
BR, 2.75 bath. c/a. park 
like rear yd, liv rm w/frpl, 
$267,000 777-6600 
C-2 1/Y orba Stalloi^ 

UP TO $11,850 IN CLOSING 
COSTS PAID by seller for 
full price of 2800 * sq ft. 
4 BR . 2 frpl. RV 777-6600 
C'21/Yorba Station 

View to Catalina 3 BR in 
Baldwin Estates comm. 1 
story, fam rm. spacious lot 
$339,900 974-7000 
SEVEN GABLES 


OTHER AREAS 


HORSE LOVER 

We have a 3 bedroom 
house on 2 3/4 acres. On 
Honey Run Rd in Chico 
Calif. Owner financing 
possible, asking $125,000. 
Call BUZZ at 916-694-5851 

Buzz Long Realty 
916-893-5588 

MT. BALDY CABIN 

3Br 1500 sq feet Fireplace, 
Floor Furnace, Spacious 
Kitchen ft Master Br with 
king size bed. Choice Lo¬ 
cation on Gov. lot shaded 
with Huge pine ft oak 
Trees. Wood Deck Panor¬ 
amic views! Easy access 
ski lift. Completly Fur¬ 
nished including Stove, 
Oven. Dishes ft Frig. By 
Owner. Total Price 120.000 
(714) 777-26 19 _ 

AREDLANDSA 

More for your $. 5% down 
avail. $700 a month. 1325 
sq ft. 3br/2ba, fireplace, 
C/A, new appl. covered 
padio, 2 car insulated gar, 
pool, spa, tennis. 
145.Q00-by owner 792-1413 

STANTON 

$139,000 

2BR Home with 1 Ba R-2 
Lot to build another unit. 
Owner will carry flninac- 
Ing. CALL MIKE DELEON 

Housing Spoclmlltiom 
(714) 772-SB7S 


CONMNilNilMS k 
TOWNHOMES 37 

CAREFREE LIVING 
$159,500 In Orange, 3 BR. 
2.5 bath, 2 car gar. priv spa 
in patio area. SEVEN 
GABLES 974-7000 _ 

In Shadow Of Matterhorn! 

3 BR townhome, close to 
Disneyland ft fwys, 2 car 
gar., priv. patio ft more! 

$159,900 

Probate Sale Bargain! 

Court has ordered sate! 
3 BR Yorba Linda 
townhome, end U. 2 car 

f ar. upscale complex 
179,000. 

CAMBIO RESIDENTIAL 
GROUP 
879-7653 


REAL ESTATE 
SERVICES _« 

$ MORTGAGES $ 

A Longstanding, De¬ 
pendable, Local Mort¬ 
gage Co. licensed by the 
Dept of Real Estate. 

CAL-STATE Lenders 
Serv 

(714) 777-6 0 60 

PROPERTY LEASING & 
Management Services 

Full services ft prof rental/ 
leasing of your prop. Exper 
prop management w/mo 
statements to you Rancho 
Realty 777-2636 

PROPERTY MANAGEMENT 
Full Service, low 4% fee 
Call for free guide 
Century 21 Emery 
(714) 772-7550 

OUT-OF-STATE 
PROPERTY _M 

• NORTH CENTRAL • 

• WASHINGTON Injury 
forces sate of hydroponic 
greenhouse operation. 
Exc. profit potential. 22 + 
ac. 3 BR home. Call for info 

(509) 486-4579 


RENTAlj 

BEGIN HERE 


(TWO) APTS. Large 2BR. 2 
bath, downstairs, a/c. 
1261 Burwood. $695 
_ (310) 943-5417 

★CLEAN!* 3br, Den, Large 
Kitchen and much more! 
$995 mo. call 
_(714) 993-7357 


FOR RENT! 2br/2ba town 
house style apt. 2 car at¬ 
tach garage. $800 mo. 310 
943-7 172/697-7688 _ 

House. 4br/3ba 2000 sq ft. N. 
of Whitier bl, big yard. 
$1200 mo. Last mo ft sec 
dep $1500; 310/697-1417 

House. 4br/3ba 2000 sq ft, N. 
of Whitier bl, big yard. 
$1200 mo. Last mo ft sec 
dep $1500; 310/697-1417 

** Small House 2Br 1BA 
bulit-lns, crpt, drapes, att 
dbl gar $750 per month 
and/or 

2Br IBa crpt, drapes, 
built-ins $650/mo Maxine 
310-697-3672 


Ibr Duplex $495 mo. Good 
area, near 5 ft 91 fwy. New 
carpet ft paint. Yard and 
trees. (311^69VJ266 _ 

2 BR. 2 BATH, quiet upper, 
gated. 2 car gar, dish¬ 
washer, a/c. fridge. Indry 
fac., frpl., balcony, pool, 
nr Fashion Sq Call for 
info ft appt to view 
(310) 838-8622 

2Br Apartment $615/mo. 

Pool. Good location. 
310-697-4208 or 
310-836-8934 


★HOUSE FOR RENT* 
2br/2ba house. 3 on lot 
$695 plus $550. 430 N 
McPherson (310) 691-4172 


LA HABRA HEIGHTS 


★LAHABRA HEIGHTS NEW 
4br/4ba and Den. (A 
STEAL) REDUCED from 
950,000 to 695,000. Owner 
(213) 879-0388 _ 

RESORT RERTAIS ^ 

BIG BEAR CABIN 

Near lake, 3 BR, sun 
deck, frpl. Clean! 
$60/day up. 

_ (818) 335-5662 

ROOMMATE WANTED TO 
SHARE 3 BR HOUSE IN 
YORBA LINDA. $400/mo 
includes utilities. Full 
House Privileges. Close 
to shops ft freeways. 
Calf (714) 701-9814 

BOOMS FOR RENT 84 

Sleeping Rm or Rm with pri 
vate bath $75 to $150. Kit 
priviiages. w/d. Hot tub. 
(714) 533-973 2_ 

COMMERCIAL S7 

ANAHEIM; Euclid St Office/ 
Retail, 800 sq. ft + crpt. 
a/c, st front exposure! $700 
mo. Will negotiate! Phil 
(310) 431-4255 


STORAGE _M 

GARAGE FOR RENT 
Corner of Harbor ft La 
Habra Bid $70 mo. 
310/690-9916 


3br/1ba House. Fenced yard, 
new carpet, fireplace. 1007 
E Broadway. $750 mo. 

_ (714) 776-8855 

4Plex 2Br/2Ba, garg, patio, 
laundry room, near 
Disneyland, (HUD) No 
pets. $700/month. 

_(714) 493-7175. 


BUENA PARK 


* 3 BR, loft, auto gar, w/d, 
cbl, a/c, balcony, oust 
unit. $850/mo 521-4751; 
5761 Burnham Ave, BP 


FULLERTON 


COMPLETELY REMODELED 

3 BR. 2 BATHS 
Gorgeous kitchen w/new 
appliances, oak cab ft cer¬ 
amic tile counters. A/C. 
Large fncd yd w/RV Pad. 
Quiet cul-de-sac. $995 mo. 
+ sec. Long term tenant 
desired! 221 S. KELOQ 
( 714 ) 738-1600 

3Br 2Ba Home across from 
park. 2 car garage, large 
private yard, no pats. 
$11Q0/mo. (714) 857-8066 


Create what Kleenex, 
McDonalds 
and Coca Cola have 
In common... 
Name Recognition 


Call to set up 

YOUR 

advertising 

campaign 

TODAY 


Karen 

Calvert 

14 yrs. of 
Advertising & 
Reai Estate 
Experience 


Anaheim R.L Display Representative 

634-1567 
























CS Nort^ County Real Estate Resource Septe m ber 3,1992 


Monthly Payments SLA SHED 


Up To 50% 




‘f r" 

"T 

1 1 


i 




OWNER TRANSFERRED 

Vacant now and ready tor you! 3 BR., 2 BA., family room 
w fireplace, formal lining Pool, patio and spa Lusti 
landscaping, gazebo Frencb doors and windows, cus¬ 
tom wood shutters. Desperate' $379,900 974-7033 

$1,539.93/MO. 


DISCOVER THE VIEW 

2 story, 4 BR., 2.5 BA., formal dining, family room, fire¬ 
place Gated community. Great views from kit., din. room 
and fam nxim. Sellers have bought another and want a 
fast, fast safe! $219,742 974-7033. 

$890.73/MO. 


ANAHEIM 


IS HUNTINGTON BEACH 


WAVES CRASNING A SAND BETWEEN YOUR TOES 

Located right on the sand This is your spectacular view. 
Huge master suite, balcony The perfect beach pad! 
$399,750 841-5177 

$1,620.39/MO. 


ORANGE 


CITY LIGHTS AND SUNSET VIEWS 

Enjoy a sweeping view of the city from your master 
bedroom balcony. 5 BR., 2 75 BA., cul-de-sac location. 
Very private. French doors, family room, large kit., pool & 
spa. 3-car attached gar. $397,000.974-7033. 

SI,609.25/MO. 


FIRST TIME BUYERS 

2BP . 1 BA. large fainilyM..livingmi.w fireplace Walk Id schools 
aid shops $112,900 974-7033 

S4S7.64/MO. 

OWNER WILL CARRY 

Private 2 sty .3BR .25 BA Fresh pamt. central as. formal dining 
Bsller be quick on this one'$139,000 S41-5177 

S563.4A/MO. 

SPACIOUS FAMILY HOME 

4lg. BR.. remodeled kit., kiimalikning New carpel, fish pamt.new 
tool Huge let. RV access 2 bks Item schools, park and shops 
$158,900 841-5177 

Se44.10/M0. 

START YOUR DREAMS HERE 

Single story. 3 BR remodeled kil w Jenn Air range, trsh comp . 
buR-ei microwave Green house window, skylights, ceiling tarn. 
Covered pain, copper plumbing. 2-car gar Come see $164,000 
974-7033 

S644.78/MO. 

RANCH HOME WITH A POOL 

3 BR.. 1 BA pool home Formal dinng. bving room w.fireplaca 2 
car gar Betler be quck on this one! $169,900 974-7033 

se88.e»/MO. 


ANAHEIM HILLS: 


CITY LIGHTS AND SUNSET VIEWS 

Dacover 8as view' 5 BR. 2.75 BA Cathedral ceikngs. fam mi 
w.Hreplace French doors Pnvaie deck otf master suite 3 car 
garage $397,000 974-7033 

SI,069/MO. 

MOVED TO JAPAN 
Out of counliy owner wants last sale' Vkn-estate 4 BR. 2.5 BA . 
lam nil. tormal dki.. spectacular view' Protessionaly landscaped. 
Subma a« oilers' $364,900 974-7033 

SI ,479.13/MO. 


SPRAWLING RANCH 

3BR..175BA kving room wlkeplace. tormal dki. refurbished kit 
Hard wood floors, air cond Protessonalty landscaped, plum & 
apncot trees'$200,000 974-7033 

S810.70/MO. 

VACANT NOW 

3 BR., 2.5 BA.. 2 sty, lam. rm wfireplace. formal dning. Hurry on 
lha one! Owner says. Get it before the lender does' $309,900 
974-7033 

SI,256.10/MO. 


FOUNTAIN VALLEY 


CONNECTICUT STYLE BARN 
HOUSE 

Wktiout moving to Connecticut' 4 BR . formal dmng, Gable ce4- 
ngs Fam rm , 3 BA , 3 car garage Slone feeplace $279,000 For 
appt. to preview this unique home, call 841-5177 

SI,130.93/MO. 


FULLERTON 


FIRST TIME BUYERS DREAM 

2 BR.. 1 BA. hard wood lldors, remodeled kit. Hurry' $129,950 
974-7033 

S526.75/MO. 


MEDITERRANEAN BEACH HOUSE 

3 BR . 1 75 BA vaulted ceikngs. skybghts. walled court yard and 
tots ol He $218,000 963-7900 

_ S883.67/MO. _ 


EXECUTIVE TWO STORY 

Country kit. brck trp. totally upgraded 2 mstr suites. 2.5 BA 
Owner wit make fst3 mos payrnents' $182,900 380-1288 

S741.39/MO. 

WOODBRIDQE TWO STORY 

3BR..2.SBA. vlld ceikiigs Dose lo lake and schools Reducedto 
20eK tor last sale' $208,000 380-1288 

S843.13/MO. 


LAGUNA HILLS 


FORECLOSURE IMMINENT 

Snde stiy ranch 3 BR, 2 BA Belter be quick on tha one' 
$127,500 380-1288 

SSI 6.82/MO. 


NEWPORT BEACH 


BACK TO THE SAND ON BALBOA 

Custom 2 story. 3 BR.. 2.5 BA., ocean view from master br 
Commercial kit. Berber carpets Bank owned & anxious $464,900 
841-5177 

S1,8S4.48/MO. 

LIDO ISLAND BANK REPO 

Just 2 houses horn the water' 14 lots. 4 BR . 3.5 BA. pool 
$575,000 or best otter 380-1288 

S2,330.77/M0. 


CHARMING TWO STORY 

OWNER WILL ASSIST 

3 BR . 2 5 BA office area wtiurit-in bookcases Wet bar. formal 

4 BR in Tusbn School Dal Immaculate condition Owner wants 

dmmg. central heal 4 air Spacious master suite $149,000 

out! $142,000 380-1288 

963-7900 

S575.60/MO. 

$603.97/M0. 

TIRED TWO STORY 

HISTORICAL COTTAGE 

4 BR , 2.5 BA , oversized garage Needs work! $164,950 

Recently reluitxshed 2 BR . hardwood floors, family kitchen, great 

841-5177. 

area $173,900 974-7033 

$668.63/MO. 

$704.91/MO. 

EXECUTIVE TRI-LEVEL 

MORE FOR YOUR MONEY 

4 BR. 2.5 BA. formal dining, conversation pit Oversized lot 

3 BR family home Remodeled kit 4 baths, flesh pamt m 4 out. 

Owner will take lownhome in trade $289,000 841-5177 

Huge lam rm Cul-de-sac location Central air 3 Hks to children s 
park $205,000 963-7900 

$S30.97/M0. 

$1,171.47/MO. 


PLACENTIA 


COZY BUNGALOW 

Tha 2 BR is model perfect New pamt and carpel Remodeled He 
bettvoom Upgrades throughout $134,900 974-7033 

S546.82/MO. 


SANTA ANA 


OWNER SKIPPED 

Lender says. Dump itf 2 story. 3 BR , oversized garage X-lenI 
neighborhood! $144,000 841-5177 

$583.71/MO 
HISTORICAL COTTAGE 

Turn of the century charm 4 BGR., 2 BA , wood floors, hi ceilings, 
pistr walls. Comer lol 4 comp relurbohod $184,900 841-5177 

$749.50/M0. 




*WiUl interest rates at ttl6ir lowsst in 30 ysars and home prices down as much as 
20%, tfie monthly cost of ownfng a home is as much as S0% less than three years ago! 

The monthly payments shown are based on a 30-year ac^ustable loan wWt a 20% down payment 
and a start rate of 4.5% and 4.72% APR. 

90% and 05% loans are also avaifabie. 


LIDO ISLE TWO STORY 

Totally remodeleiJ 3 BR, 2 5 BA . French doors, plantation shut¬ 
ters. Berber carpet. Me floors Vacant Immaculalecondttion Outof 
state owner says. Make me an offer I canT refuse ' $699,900 
380-1288 

$2837.06/MO. 


SOUTH COAST METRO 


2 STORY GIANT 

4 BR . 3 BA Separate in-law quarters Fix and save' $190,000 
841-5177 


$770.17/MO. 


ERA 


INCLUDES: 

• Statutory Course-3 Unit College 
Level Course Approval ^689-85 

• Pre-licence Preparatory Seminar 

• Weekend State Exam Test Prep Seminar 


CALL ROGER-USaO SMB BRA 


YORBA LINDA 


CHEAPER THAN RENT 

2 BR.. 1.75 BA, enclosed pabo/fam rm., fresh paint $134,900 
974-7033. 

S546.82/MO. 

ATTENTION FIRST TIME BUYERS 

4 BR . 2.5 BA family home Enclosed patio, fireplace, remodeled 
balh VA buyers welcomei $162,999 Fflease call 974-7033. 

S680.72/MO. 

PRICE SLASHED 

Owner desperate, 3 BR.. 2 5 BA Living rm ml fireplace, formal 
dmmg, family rm. Remodeled kit., bock pabo $187,500 974-7033 

$760.04/M0. 

IF YOUR FAMILY COMES FIRST 

3 BR, living rm wfireplace. remodeled baths, upgraded kit. Large 
comer lot, huge back yard w/covered pabo, swingsel and play¬ 
house! Your children will love it! $221.000 

$89S.83/MO. 

FIXER UPPER 

4 BR single story Spacious comer lol. Fireplace, formal dining, 
lam room Covered patios, fruit trees Needs some TLC! $229,000 
974-7033 

$928.26/MO. 

COUNTRY CHARM 

3 BR . 2 BA. oversized comer kk. Large family room wfireplace 
Country kitchen, garden window Tile floors, over rock hard scape 
Gunite spa 4 firepit Atrium, covered pabo Won't last lonq! 
$249,000 974-7033 

$1,009.33/M0. 

IF YOU VALUE YOUR PRIVACY 

Qu«t 4 BR.. 2 BA. ranch-style home. Huge lot covers almost 
28.000 sq. ft.! Ljvtng room w/firepiace. Formal din, fam. rm., pool. 
$279,000 974-7033. 

$1,130.93/M0. 
EXCLUSIVE FAMILY HOME 

3 BR , 2.5 BA . huge bonus room can be converted inlo 2 more 
BRs I Formal dining, immaculale condition Large back yard 
w B60 and spa 3 car gar $349,000 974-7033 

$1,414.68/MO. 

NESTLED IN THE HILLS 

4 BR , 275 BA., cathedral ceilings, living room wlireplace, (ormal 
dm. family room w/fireplace, pool, spa & waterfall Covered patio, 
frurt trees, professKxially landscaped $495,000 9747033 

$2,006.49/M0. 


ERA STAR 

REAL ESTATE CENTER 


ORANGE COUNTY'S «1 ERA OFFICE WITH OVER 175 AGENTS TO SERVE YOU 


Isi IN SERVICE “H We Don’t Sett Your House, ERA WILL BUY ITl” isi in service 

Coridiliorii^ihiociudmQjxoeiMipjiiiciiaiioii i« bouu met imci spKilK WMWruiuns ana Bv'A'uw krtvik br Mkiniiniilkolilii by EAA Adrkiwnaily a ricond mm imni bn ptnciiasKl tbrniqli a biiikn itnanaiRl by (RA Call ERA STkfl CENTER today lo rtvww dalails 
















































